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PRELIM. 3 








Brief History of the Monthly Catalog 





he Printing Act of 1895 specified 
two products for the description and 
collocation of public documents. 


The Catalogue of the Public 
Documents of the |...] Congress and of 
All Departments of the Government 
of the United States (Document 
Catalogue) fulfilled the requirement for 
a "comprehensive index of public doc- 
uments" to be prepared "at the close of 
each regular session of Congress." 


The Monthly Catalog of United States 
Government Publications (MoCat) met 
the stipulation for a "Monthly 
Catalogue ... which shall show the pub- 
lications printed during a month, where 
[those publications are] obtainable, and 
the price thereof." 


Thus, the original relationship was a 
current awareness listing (in the MoCat) 
and a permanent, authoritative, and com- 
prehensive catalog (in the Document 
Catalogue). 

In 1947, the cost and perennial diffi- 
culty of compiling the Document 
Catalogue led the Superintendent of 
Documents to recommend to the Joint 
Committee on Printing that the Catalogue 
be discontinued after the edition for 1940 
was completed. The MoCat began. to serve 
in the capacity of a single source for bibli- 
ographic information, fulfilling the require- 
ments of the 1895 act, which stand to this 
day in 44 USC §1710-1711. 


From 1895 until 1976, the Government 
Printing Office (GPO) arranged and 
described documents according to its own 
standards and systems. A major revision of 
the appearance and functionality of the 
MoCat took place in July 1976. GPO cata- 
logers began producing machine-readable 
cataloging records (MARC) conforming to 
Anglo-American Cataloging Rules (AACR), 
Library of Congress Subject Headings 
(LCSH), the Ohio College Library Center 
(later the Online Computer Library Center, 
OCLC) bibliographic standards and for- 
mats, and other applicable national level 
standards. Since that time, GPO has gradu- 
ally expanded the emphasis of its cata- 
loging and indexing program from the pro- 
duction of a single printed product to the 
creation and maintenance of a database of 
high-quality, standards-based bibliographic 
records. These records are used by GPO 
and the library community to support an 
expanding array of bibliographic control 
activities. 

The bibliographic data used to produce 
this abridged paper edition is also used to 
produce a World Wide Web (WWW) edi- 
tion. The Web edition links users directly 
from bibliographic citations to electronic 
publications, and assists the public to locate 
information in depository libraries and 
through GPO sales. GPO bibliographic 
data is also available to libraries from the 
Library of Congress and from a variety of 
commercial sources for the creation of 
high quality local databases and public 
access Catalogs. 
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Catalog Arrangement/Sample Entry 





This catalog contains brief descriptions of U.S. 
Government publications arranged in 
Superintendent of Documents (SuDocs) classifi- 
cation number order and may be accessed by 
title keyword index (alphabetical list of truncated 
titles, arranged by important words selected from 
publications titles). These brief records are based 
on full bibliographic records available in the 


online version of the Monthly Catalog which is 
cumulated from 1994, available as the Catalog of 
U.S. Government Publications (CGP) on the 
GPO Access internet site at 
http://www.gpoaccess.gov/cgp/index.html 
The following sample entry is a composite 
designed to illustrate the major features of a 
brief Monthly Catalog citation. 





(1) Entry No— (2) Superintendent of 





The first four 
digits establish 
the year. The 
last digits locate 
the record in 





the catalog. 








| (3) Title phrase. | 








© No. of pages. | 











(8) GPO Item 
Ne— 
Document was 
distributed to 
depository 


libraries select- 





ing this item. 





(1) 2003-194 A 1.9:2279 (2) 

(3) Sustainable production of fresh market toma- 
toes with mulches.—2nd ed.—(4) [1994] (5) 

(6) g p.--(Farmers' bulletin ; FB 2279). (7) 


(8) @Item 42 (MF) S/N 000-000-00000-0 (9) 


(10) I. Purl: 
http://purl.access.gpo.gov/GPO/LPS2343 
OCLC 31150854. (11) 


Documents Class 
No.—Assigned 
by the GPO to 
identify the US. 
Government 
publication cata- 


loged. 








(4) Edition 


Statement. 














(5) Date of publica- 


tion. 











(10) PURL.— 


(9) Stock No.—tThis sii 
i Persistent 
G.P.O. sales 


; Uniform Resource 
stock no. is used 


Locator". Internet 
when ordering TS 
: address maintained 


the publication. by GPO. 











(7) Series statement 


and no. 














(11) OCLC No.—Identifier 
assigned by the Online 
Computer Library 
Center. 
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Documents Sales Information 





The Superintendent of Documents (SuDocs) of the U.S. Government Printing Office (GPO) 
is authorized by law to sell Government Publications. Prices for Publications sold by the 
SuDocs are established in accordance with Title 44 of the United States Code. All prices 
include cost of regular shipping and handling. 


SuDocs offers several convenient ways to order publications. 
Internet: http://bookstore.gpo.gov 


Contact GPO Order Desk Monday through Friday (except Federal holidays). 
Between 7:30 a.m. and 9:00 p.m. EST. 


Phone: Toll Free: (866) 512-1800 
DC Area: (202) 512-1800 


(202) 512-2250 
orders@gpo.gov 


Superintendent of Documents 
POBox 371954 


Pittsburgh PA 15250-7954 
Teletype: (710-822-9413); ANSWERBACK USGPO WSH. 


The online bookstore's Sales Product Catalog includes all titles available for sale and can be 
searched by publication title, subject, stock number, or keywords. All titles can be ordered 
securely online using Visa, MasterCard, American Express, and Discover/Novus credit cards, 
and customers have a rapid delivery option via FedEx. Checks and money orders should be 
payable to the Superintendent of Documents. 


If a GPO stock number does not appear in Monthly Catalog text entry or if it does not say 


For sale by the Superintendent of Documents, the publication cannot be purchased from the 
Government Printing Office. 
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Federal Depository Library Program 





The Federal Depository Library Program was established by Congress to provide free public 


access to U.S. Government publications. The program is administered by the Superintendent 
of Documents, U.S. Government Printing Office. Over 1,300 public, academic, State, and law 
libraries serve as an information link with the Federal Government by maintaining collections 
of Government publications. These collections, which are tailored to local needs, are open to 
the public. Libraries designated as regional depository libraries have the responsibility of 
retaining material permanently and providing inter-library loan and reference services in their 
regions. 


You may locate the depository libraries in your area by going online to the GPO ACCESS 
internet site. At: 


http://www.gpoaccess.gov/libraries.html 


The depository libraries that have selected the Item numbers and received publications listed 
in this catalog may be located by searching the publications in the online Catalog of U.S. 


Government Publications (CGP) at GPO ACCESS on the internet. At: 


http:/ /www.gpoaccess.gov/cgp/index.html 
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MONTHLY CATALOG 


NOVEMBER 2003 


AGRICULTURE DEPARTMENT 
Washington, DC 20250 


2003-17214 
Annual plan . 
@ltem 0006-J (online) 
Purl: http://purl.access.gpo.gov/GPO/LPS31048 OCLC 
52824725 


A 1.1/6:(DATE) 


2003-17215 A 1.1/6:(DATE)A 
Office of Inspector General ... annual plan . 
v.: @lItem 0006-J (MF) @ltem 0006-J (online) 
E. Purl: http://purl.access.gpo.gov/GPO/LPS31048 OCLC 
29682755 


2003-17216 A 1.36:1902 
International response to infectious salmon anemia . — [2003] 
xi, 194 p. :— (Technical bulletin ; no. 1902) Shipping list 
no.: 2003-0398-M. @lItem 0016 (MF) 
E. Purl: http://purl.access.gpo.gov/GPO/LPS35268 OCLC 
52861303 


2003-17217 
Agriculture fact book . 
@ltem 0013-A-01 (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS2942 
42278818 


A 1.38/2:(DATE) 


2003-17218 
Agriculture fact book. 
v.; @ltem 0013-A-01 
I. Purl: 
31747093 


A 1.38/2:(DATE)A 


@item 0013-A-01 (online) 
http://purl.access.gpo.gov/GPO/LPS2942 


2003-17219 
Agriculture decisions . 
v.; @lItem 0002 @ltem 0002 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34140 
01768305 


A 1.58/A:(VOL.&NOS.) 


2003-17220 A 1.75:(NOS.) 
The Food marketing system in ... 
v. ; (Agriculture information bulletin) @lItem 0004 (MF) 
0004 (online) 
E Purl: 
28774833 


http://purl.access.gpo.gov/GPO/LPS35 104 


2003-17221 A 1.75:732 


Changes in the social and economic status of women by metro- 
nonmetro residence . — [1997] 
ili, 16 p. :— (Agriculture information bulletin ; no. 732) Ship- 
ping list no.: 97-0697-M. @ltem 0004 (MF) @lItem 0004 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34486 OCLC 
37692469 


2003-17222 A 1.75:733 
Characteristics and risk management needs of limited-resource and 
socially disadvantaged farmers . — [1997] 
v, 92 p. :— (Agriculture information bulletin ; no. 733) Ship- 
ping list no.: 98-0013-M. @Item 0004 (MF) @lItem 0004 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34598 OCLC 
38003588 


2003-17223 A 1.75:740 
Agricultural productivity in the United States . — [1998] 
iv, 21 p. :— (Agriculture information bulletin ; no. 740) Ship- 
ping list no.: 98-0568-M. @ltem 0004 (MF) @ltem 0004 (online) 
b Purl: http://purl.access.gpo.gov/GPO/LPS34133 OCLC 
39086612 


2003-17224 A 1.75:747-01 
Consumer acceptance of biotechnology . — [1998] 
— (Agriculture information bulletin ; no. 747-01) @Item 0004 
(online) 
I. Purl: 
52849105 


2003-17225 A 1.75:752 
Green technologies for a more sustainable agriculture . — [1999] 
— (Agriculture information bulletin ; no. 752) @ltem 0004 
(online) 
I. Purl: 
52733079 


2003-17226 A 1.75:755 
Agricultural impacts are severe locally but limited nationally . 
[1999] 
— (Agriculture information bulletin ; no. 755) 
(online) 
2 Purl: 
52849185 


2003-17227 A 1.75:766 
Antimicrobial drug use and veterinary costs in U.S. livestock produc- 
tion . — [2001] 
— (Agriculture information bulletin ; 766) @lItem 0004 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34130 OCLC 
49590265 


2003-17228 A 1.75:769 
America’s diverse family farms . — [2001] 
7 p. :— (Agriculture information bulletin ; no. 769) 
list no.: 2001-0262-P. @Item 0004 @ltem 0004 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34132 OCLC 
47286973 


2003-17229 


http://purl.access.gpo.gov/GPO/LPS34612 OCLC 


http://purl.access.gpo.gov/GPO/LPS34107 OCLC 


@ltem 0004 


http://purl.access.gpo.gov/GPO/LPS34613 OCLC 


Shipping 


A 1.77:267-4 
Fabulous fruits, versatile vegetables . — [2003] 
6 p. :— (Home and garden bulletin ; no. HG-267-4) Shipping 
list no.: 2003-0243-P. @litem 0011 @lItem 0011 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34298 OCLC 
52767703 
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Forest Service — Agriculture Dept. 


2003-17230 A 1.107:823 
Linking land quality, agricultural productivity, and food security . 
— [2003] 

iii, 59, [1] p. : — (Agricultural economic report ; no. 823) Ship- 
ping list no.: 2003-0375-M. @lItem 0042-C (MF) @lItem 0042- 
C (online) 

I. Purl: 
52832132 


2003-17231 A 1.107/3:(DATE) 

The U.S. food marketing system ... 
(Agricultural economic report) @Item 0042-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34901 

52833689 

2003-17232 

Food marketing review . 
v. ; (Agricultural economic report) @ltem 0042-C (MF) 

OCLC 14255073 


http://purl.access.gpo.gov/GPO/LPS34847 OCLC 


OCLC 


A 1.107/3:(DATE)D 


FOREST SERVICE 
Agriculture Dept. 
Washington, DC 20250 
2003-17233 A 13.2:AP 1/2 


Soils and vegetation of the Apalachicola National Forest. — 1984. 
viii, 165 p.: @Item 0084 
OCLC 11674194 


2003-17234 A 13.2:P 29/4/(DATE) 
Recreation Fee Demonstration Project . 
v.: @ltem 0084 @item 0084 (online) 
OCLC 44647585 


2003-17235 A 13.2:W 58/10/((VOL.&NOS.) 
Forest plan focus, White River National Forest. 
v.; @ltem 0084 @ltem 0084 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS22547 OCLC 
36732854 
2003-17236 =A 13.2:W 58/10/SPAN./(VOL.&NOS.) 
Foco plan forestal, Bosque Nacional Rio Blanco. 
v.; @ltem 0084 
OCLC 36732880 
2003-17237 A 13.13:C 42/15 
Dead Horse Run ATV & motorcycle trail . 2003. 
Il map: Shipping list no.: 2003-0216-P. @ltem 0085 
OCLC 52823289 
2003-17238 A 13.13:D 64/3/2003 
Red Canyon trails. [2003] 
1 map; Shipping list no.: 2003-0256-P. @ltem 0085 
OCLC 52888247 
2003-17239 
Performance report . 
@ltem 0082-D-12 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS22113 OCLC 
52861183 
2003-17240 
Annual letter . 
@ltem 0082-D-04 (online) 
I. Purl: Current issue: http://purl.access.gpo.gov/GPO/LPS26494 
OCLC 51576316 
2003-17241 
Annual letter. 


7 v.: @ltem 0082-D-04 (MF) 
OCLC 36014704 


A 13.32/3-2:(DATE) 


A 13.40/1-2:(DATE) 


A 13.40/1-2:(DATE)A 
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2003-17242 
Intermountain reporter . 
@ltem 0080-J-02 (online) 


:. Purl: http://purl.access.gpo.gov/GPO/LPS34321 
52822564 


2003-17243 A 13.66/13:(NOS.) 
Production, prices, employment, and trade in Northwest forest indus- 
tries, in all quarters ... 
(Resource bulletin PNW) @Item 0086-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34334 OCLC 
52787583 


A 13.52/12-2:(DATE) 


OCLC 


2003-17244 A 13.66/13:PNW-(NOS.)A 
Production, prices, employment, and trade in Northwest forest indus- 
tries . 
v. ; (1983- : Resource bulletin PNW) @Item 0086-E (MF) 
@ltem 0086-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34334 OCLC 
16182553 


2003-17245 A 13.66/14:(DATE) 
Recent publications of the Pacific Northwest Research Station . 
@ltem 0085-A-01 (online) 


i Purl: http://purl.access.gpo.gov/GPO/LPS5738 OCLC 
49296568 


2003-17246 
Science findings . 
@ltem 0015-A-05 (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS3859 OCLC 
46453546 


A 13.66/19:(NOS.) 


2003-17247 A 13.78:FPL-RP-607 
Heat sterilization time of Ponderosa pine and Douglas-fir boards and 
square timbers . — [2003] 
24 p. :— (Research paper FPL-RP ; 607) Shipping list no.: 
2003-0356-M. @Item 0083-B (MF) 
OCLC 52786471 


2003-17248 A 13.78:FPL-RP-609 
Confidence bounds for normal and lognormal distribution coefficients 
of variation . — [2003] 
13 p :— (Research paper FPL-RP ; 609) Shipping list no.: 
2003-0356-M. @Item 0083-B (MF) 
OCLC 52800720 


2003-17249 A 13.78:NE-723 
Tree survival and growth following ice storm injury . — [2003] 

1 folded sheet (4 p.) :— (Research paper NE ; 723) Shipping 
list no.: 2003-0398-M. @lItem 0083-B (MF) @lItem 0083-B (on- 
line) 

Purl: 
52861109 


http://purl.access.gpo.gov/GPO/LPS35238 OCLC 


2003-17250 A 13.80:NC-213 
South Dakota timber industry . — 2003. 
31 p. :— (Resource bulletin NC ; 213) Shipping list no.: 2003- 
0363-M. @lItem 0083-B-05 (MF) @lItem 0083-B-05 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34848 OCLC 
52832057 


2003-17251 A 13.80:NC-215 
Iowa timber industry—an assessment of timber product output and 
use, 2000 . — 2003. 
— (Resource bulletin NC ; 215) @lItem 0083-B-05 (MF) 
@iiem 0083-B-05 (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS34497 OCLC 
52766652 





2003-17252 A 13.80/3:(DATE) 
Pulpwood production in the Northeast ... 
(Resource bulletin NE) @lItem 0083-B-05 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS4735 OCLC 
50907031 


2003-17253 A 13.80/3:(DATE)A 
Pulpwood production in the Northeast . 
v. ; (719848-198 : NE-RB) @lItem 0083-B-05 (MF) @lItem 
0083-B-05 (online) 
I. Purl: 
17631593 


2003-17254 A 13.88:NE-306 
Special forest products in context . — [2003] 
— (General technical report NE ; 306) @ltem 0083-B-06 (on- 
line) 
I. Purl: 
52904077 


2003-17255 A 13.88:NE-307 
Multi-criteria decision models for forestry and natural resources man- 
agement . — [2003] 
— (General technical report NE ; 307) @lItem 0083-B-06 (on- 
line) 
I. Purl: 
52904074 


2003-17256 A 13.88:RM-GTR-295 
An assessment of forest ecosystem health in the Southwest . 
[1997] 
— (General technical report RM-GTR ; 295) @lItem 0083- 
B-06 (online) 
I. Purl: 
52913667 


2003-17257 A 13.92:C 45/RECORD 
Cholmondeley timber sales . — [2003] 
1 v. (various pagings) :— (R10-MB 
no.: 2003-0407-M. @lItem 0080-F (MF) 
OCLC 52924495 
2003-17258 A 13.92:H 36/2003/V.1-2 
Hells Canyon comprehensive management plan . — [2003] 
@ltem 0080-F (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35552 OCLC 
52882878 
2003-17259 A 13.92/2:C 87 
Draft environmental impact statement for cross-country travel by off- 
highway vehicles . — [2003] 
iv, 199 p. : Shipping list no.: 2003-0384-M. @ltem 0080-F 
(MF) 
OCLC 52847422 


2003-17260 
Forestry research west . 
v.: @lItem 0079-F (MF) 
OCLC 10976973 


2003-17261 
ECO-news . 
oe 
I. Purl: 
44495939 


2003-17262 A 13.151/7:(DATE) 
Research accomplishments . 
@item 0079-B-11 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 18840 OCLC 
50416351 


http://purl.access.gpo.gov/GPO/LPS4735 OCLC 


http://purl.access.gpo.gov/GPO/LPS34606 OCLC 


http://purl.access.gpo.gov/GPO/LPS33590 OCLC 


http://purl.access.gpo.gov/GPO/LPS35743 OCLC 


; 444 a) Shipping list 


A 13.95:(DATE) 


A 13.139:(DATE)D 


http://purl.access.gpo.gov/GPO/LPS35235 OCLC 
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2003-17263 A 13.151/7:(/DATE)A 
Research accomplishments . 
v.: @lItem 0079-B-05 (MF) @lItem 0079-B-11 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS18840 OCLC 
52896215 


2003-17264 A 13.161:4 
Monitoring for forest management unit scale sustainability 
Technical ed. — 2002. 
— (USDA FS IMI report 
I. Purl: 
52926646 


2003-17265 A 13.161:5 
Monitoring for forest management unit scale sustainability . — 
Management ed. — 2002. 
— (USDA FS IMI report 
L. Purl: 
52926794 


2003-17266 A 13.161:6 
Evaluating the economic significance of the USDA Forest Service 
strategic plan (2000 revision) . — [2003] 
45 p. :— (Inventory and monitoring institute report ; no. 6) 
Shipping list no.: 2003-0403-M. @Item 0084-L-03 (MF) 
OCLC 52924610 


; no. 4) @lItem 0084-L-03 (online) 
http://purl.access.gpo.gov/GPO/LPS29463 OCLC 


; no. 5) @ltem 0084-L-03 (online) 
http://purl.access.gpo.gov/GPO/LPS35798 OCLC 


NATIONAL AGRICULTURAL LIBRARY 
Agriculture Dept. 
Beltsville, MD 20705 


2003-17267 A 17.23:(VOL.&NOS.) 
Agricultural libraries information notes. 
23 v.: @ltem 0095-F @ltem 0095-F (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 1845 OCLC 
01197824 


NATURAL RESOURCES CONSERVATION 
SERVICE 
Agriculture Dept. 
Washington, DC 20250 
2003-17268 A 57.38/2-2:G 32 
Soil survey of Gerstle River area, Alaska . — [2002] 
1 portfolio (1 v., 10 folded p. of plates) : Shipping list no.: 
2003-0017-S. @ltem 0102-B-02 GPO abridged cataloging. 
OCLC 52714726 
2003-17269 A 57.38/12:J 47 
Soil survey of Jerome County and part of Twin Falls County, Idaho 
. — [2003] 
1 case (1 v., 67 folded p. of plates) : 
0020-S. @Item 0102-B-12 
OCLC 51945624 
2003-17270 A 57.38/14:EL 5 
Soil Survey of Elkhart County, Indiana . — [2002] 
1 case (1 v., 49 folded p. of plates) : Shipping list no.: 
0020-S. @lItem 0102-B-14 
OCLC 51914846 
2003-17271 A 57.38/18:B 47 
Soil survey of Bienville Parish, Louisiana . 
258 p., 45 p. of plates : Shipping list no.: 2003-0143-P. @Item 
0102-B-18 
OCLC 52241659 


2003-17272 A 57.38/23:H 86/PT.1 
Soil survey of Hubbard County, Minnesota . — 2000- 
@ltem 0102-B-23 (online) 


Shipping list no.: 2003- 





Agricultural Research Service — Agriculture Dept. 


I. Purl: Pt. 1: http://purl.access.gpo.gov/GPO/LPS34287 OCLC 
52762430 
2003-17273 A 57.38/23:M 35/2/PT.1 
Soil survey of Marshall County, Minnesota . — 2001- 
@ltem 0102-B-23 (online) 
I. Purl: Pt. 1: http://purl.access.gpo.gov/GPO/LPS34288 
52762573 
2003-17274 A 57.38/23:0T 9/2 
Soil survey of Otter Tail County, Minnesota . — 2000. 
@ltem 0102-B-23 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34289 
52762916 
2003-17275 A 57.38/23:P 76 
Soil survey of Polk County, Minnesota . — 2001- 
@ltem 0102-B-23 (online) 
I. Purl: Pt. 1: http://purl.access.gpo.gov/GPO/LPS34290 
52763092 
2003-17276 A 57.38/23:R 29/2/PT.1 
Soil survey of Renville County, Minnesota . — 2000- 
@ltem 0102-B-23 (online) 
I. Purl: Pt. 1: http://purl.access.gpo.gov/GPO/LPS34291 
52763414 
2003-17277 A 57.38/23:R 36 
Soil survey of Rice County, Minnesota . — 2000. 
@item 0102-B-23 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34292 
52763670 
2003-17278 A 57.38/23:SH 1 
Soil survey of Sherburne County, Minnesota 
@ltem 0102-B-23 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34293 
52763734 
2003-17279 A 57.38/26:G 13/2 
Soil survey of Gallatin County area, Montana 
1 case (2 pts., 45 folded p. of plates) : 
0019-S. @ltem 0102-B-26 
OCLC 51921897 
2003-17280 A 57.38/34:W 67 
Soil survey of Williams County, North Dakota 
1 case (i v., 162 folded p. of plates) : 
0019-S. @ltem 0102-B-34 
OCLC 51880997 
2003-17281 A 57.38/49:C 54/2 
Soil survey of Clark County, Wisconsin . — [2000] 
@ltem 0102-B-49 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34210 
52754388 
2003-17282 A 57.38/49:F 76 
Soil survey of Forest County, Wisconsin . — [2003] 
@item 0102-B-49 (online) 
z Purl: http://purl.access.gpo.gov/GPO/LPS3421 1 
52754712 
2003-17283 A 57.38/49:J 13/2 
Soil survey of Jackson County, Wisconsin . — [1998] 
@ltem 0102-B-49 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34212 OCLC 
52754900 
2003-17284 A 57.38/49:M 32/2 
Soil survey of Marathon County, Wisconsin . — 2000- 
@ltem 0102-B-49 (online) 


OCLC 


— 2002. 


. — [2002] 


Shipping list no.: 


. — (2002) 
Shipping list no.: 


OCLC 
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I. Purl: Pt. 1: http://purl.access.gpo.gov/GPO/LPS34213 OCLC 
52755047 


2003-17285 A 57.38/49:0Z 1 
Soil survey, Ozaukee County, Wisconsin . — [1970] 
@item 0102-B-49 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34807 OCLC 
52824622 


2003-17286 A 57.38/49:P 39/2 
Soil survey of Pepin County, Wisconsin, subset of MLRA 105 . 
— 2001- 
@ltem 0102-B-49 (online) 


I. Purl: Pt. 1: http://purl.access.gpo.gov/GPO/LPS34214 OCLC 
52755227 


2003-17287 A 57.68:D 26 
A 57.68:N 19/2/PACK./MAP 11-2 
Federal lands layer used in NRI data access software. [1994] 
2 maps : (Map ; 11-2) Shipping list nos.: 94-0399-P; 95-0038- 
P. @ltem 0121-F 
OCLC 32309613 


FOREIGN AGRICULTURAL SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17288 
Food for progress . 
@item 0077 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35760 OCLC 
52915625 


A 67.2:2003021592 


AGRICULTURAL RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17289 A 77.12:(VOL.&NOS.) 
Agricultural research magazine . 
@ltem 0025-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS192 OCLC 36540790 


2003-17290 
Agricultural research . 
v.: @ltem 0025-A @ltem 0025-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS192 OCLC 01478561 


2003-17291 A 77.517:(VOL.&NOS.) 
Methyl bromide alternatives . 
@ltem 0015-A-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS1846 OCLC 
36228470 


A 77.12:(VOL&NOS.)A 


2003-17292 A 77.715:(NOS.) 


USDA national nutrient database for standard reference . 
@ltem 0026-A-11 (online) 


Purl: http://purl.access.gpo.gov/GPO/LPS4479 OCLC 


I. 
51231416 


2003-17293 A 77.715:(NOS.)A 
USDA nutrient database for standard reference . 
CD-ROMs ; @lItem 0015-A-01 @Item 0015-A-01 (online) 


f Purl: http://purl.access.gpo.gov/GPO/LPS4479 OCLC 
43564113 





AGRICULTURAL MARKETING SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17294 A 88.14/11:(NOS.) 
Federal milk order market statistics . 
v.; @Item 0024-B-03 (MF) @lItem 0024-B-03 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3318 OCLC 
12940127 
2003-17295 A 88.14/11-2:(DATE) 
Federal milk order market statistics. Annual summary . 
(Statistical bulletin) @lItem 0024-B-03 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3318 OCLC 
52861429 
2003-17296 A 88.14/11-2:(DATE)A 
Federal milk order market statistics. Annual summary . 
v. : (Statistical bulletin) @lItem 0024-B-03 (MF) @lItem 0024- 
B-03 (online) 
E. Purl: 
11323388 


2003-17297 A 88.14/12:(DATE) 
Dairy plants surveyed and approved for USDA grading service . 
@ltem 0021-Q (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS197 OCLC 49527526 
2003-17298 A 88.14/12:(DATE)A 
Dairy plants surveyed and approved for USDA grading service . 
v.; @Item 0021-Q (MF) @lItem 0021-Q (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS197 OCLC 26462054 
2003-17299 A 88.68:(DATE) 
Grain transportation report . 
@item 0024-B-14 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS202 OCLC 44431236 


2003-17300 A 88.68:(DATE)A 
Grain transportation report . 
v.: @Item 0024-B-14 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS202 OCLC 38194256 
2003-17301 A 88.68:(DATE)B 
Grain transportation report . 


v.: @Item 0024-B-14 (MF) @lItem 0024-B-14 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS202 OCLC 39708727 


http://purl.access.gpo.gov/GPO/LPS3318 OCLC 


NATIONAL AGRICULTURAL STATISTICS 
SERVICE 
Agriculture Dept. 
Washington, DC 20005-4789 


2003-17302 A 92.8:C 81/2003 
2003 corn objective yield survey . — (2003] 
1 v. (various pagings) : Shipping list no.: 2003-0350-M. @ltem 
0122-A-09 (MF) 
OCLC 52800433 
2003-17303 
Chickens and eggs . 
@ltem 0021-F-02 (online) 

I. Purl: Email subscription _ http://purl.access.gpo.gov/GPO/ 
LPS4563 II. Purl: http://purl.access.gpo.gov/GPO/LPS1151 OCLC 
44139743 

2003-17304 


Vegetables. Summary . 
@item 0024-E (online) 


A 92.9/13:(DATE) 


A 92.11/10-2:(DATE) 


Government Publications — November 2003 


L. Purl: http://purl.access.gpo.gov/GPO/LPS33512 OCLC 
52872473 
2003-17305 A 92.11/10-2:(DATE)D 
Vegetables annual summary . 
@ltem 0024-E (online) 


Ee Purl: http://purl.access.gpo.gov/GPO/LPS 1171 


OCLC 
41643571 


2003-17306 
Mushrooms . 
@ltem 0024-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS1159 OCLC 
52914795 


A 92.11/10-5:(DATE) 


2003-17307 
Mushrooms . 
v.; @ltem 0024-E (MF) @lItem 0024-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS1159 OCLC 
19620754 


A 92.11/10-5:(DATE)A 


2003-17308 
Crop production . 
@ltem 0020-B (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS1136 OCLC 
40678282 


A 92.24:(DATE) 


2003-17309 
Crop production . 
@ltem 0020-B-02 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS33614 OCLC 
52640765 


A 92.24/4:(DATE) 


2003-17310 
Floriculture crops . 
@ltem 0024-L (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34145 OCLC 
52742038 


A 92.32:(DATE) 


2003-17311 
Floriculture crops . 
v.; @ltem 0024-L (MF) @lItem 0024-L (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS34145 OCLC 
26487153 


A 92.32:(DATE)A 


2003-17312 
Acreage . 
@ltem 0020-B-04 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS26525 OCLC 
51650916 


A 92.39:(DATE) 


2003-17313 
Acreage . 
v.; @lItem 0020-B-04 (MF) @lItem 0020-B-04 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS26525 OCLC 
27123813 


A 92.39:(DATE)A 


2003-17314 A 92.40:(DATE) 
Farm production expenditures summary . 
@ltem 0018-A (online) 
I. Purl: Email subscription _ http://purl.access.gpo.gov/GPO/ 
LPS4563 _ II. Purl: http://purl.access.gpo.gov/GPO/LPS4599 OCLC 
44267295 


2003-17315 A 92.40:(DATE)A 
Farm production expenditures . 
v.; @lItem 0018-A (MF) @lItem 0018-A (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS4599 OCLC 
13306221 
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2003-17316 
Small grains . 
@ltem 0122-A-06 (online) 

I. Purl: Email subscription _ http://purl.access.gpo.gov/GPO/ 
LPS4563 Il. Purl: http://purl.access.gpo.gov/GPO/LPS4614 OCLC 
44388801 

2003-17317 
Rice stocks . 
@ltem 0122-A-03 (online) 

L. Purl: http://purl.access.gpo.gov/GPO/LPS 1 165 

407 10066 
2003-17318 
Rice stocks . 

v.; @lItem 0122-A-03 (MF) @lItem 0122-A-03 (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS 1 165 
17656116 

2003-17319 
Rice stocks . 

v.; @ltem 0122-A-03 (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS 1 165 
02643480 

2003-17320 
Cotton ginnings 
@ltem 0141 (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS 1 134 

41392208 
2003-17321 
Cotton ginnings . 

v.; @lItem 0141 (MF) @ltem 0141 (online) 

I. Purl: Monthly issues: http://purl.access.gpo.gov/GPO/LPS | 134 
Il. Purl: Annual summary: _http://purl.access.gpo/GPO/LPS4616 
OCLC 27045344 

2003-17322 
Cotton ginnings . 
V.5 
OCLC 01768240 
2003-17323 A 92.47/2:(DATE) 
Cotton ginnings annual report . 
@ltem 0141-A-04 (online) 
I. Purl: Email subscription — http://purl.access.gpo.gov/GPO/ 


LPS4563 I. Purl: http://purl.access.gpo.gov/GPO/LPS4616 OCLC 
41401132 


2003-17324 A 92.50/2:(DATE) 
Agricultural chemical usage. Restricted use summary . 
@ltem 0122-A-16 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 35668 
52912261 
2003-17325 A 92.50/2:(DATE)B 
Agricultural chemical usage. Restricted use pesticide summary . 
@ltem 0122-A-16 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35682 
42276931 
2003-17326 A 92.50/2:(DATE)D 
Agricultural chemical usage. Restricted use pesticides summary . 
v.; @ltem 0122-A-10 (MF) @lItem 0122-A-16 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 35682 
36834211 
2003-17327 A 92.50/3:(DATE)A 
Agricultural chemical usage. Vegetables summary . 
v.: @Item 0122-A-10 (MF) @lItem 0122-A-17 (online) 


A 92.42:(DATE) 


A 92.43:(DATE) 


A 92.43:(DATE)A 


A 92.43:(DATE)C 


A 92.47:(DATE) 


A 92.47:)(.DATE)A 


A 92.47:(DATE)B 
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I. Purl: 
32576461 


2003-17328 A 92.50/4:(DATE) 
Agricultural chemical usage. Fruit summary . 
@ltem 0122-A-18 (online) 
OCLC 42271357 


2003-17329 A 92.50/5:(DATE) 
Agricultural chemical usage. Field crops summary . 
@ltem 0122-A-19 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS35662 OCLC 
42263544 


2003-17330 A 92.50/5:(DATE)A 
Agricultural chemical usage. Field crops summary . 
v. : @Item 0122-A-10 (MF) @lItem 0122-A-10 (online) 
@ltem 0122-A-19 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35662 OCLC 
38423099 


http://purl.access.gpo.gov/GPO/LPS35667 OCLC 


ECONOMIC RESEARCH SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17331 A 93.2:2003021623 
Retail scanner prices for meat . 
@ltem 0042-T (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35763 OCLC 
52916023 
2003-17332 A 93.31/3:(NOS.)A 
Situation and outlook report. Sugar and sweetener . 
v.: @Item 0024-R (MF) @lItem 0024-R (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS1109 OCLC 
16953253 
2003-17333 A 93.31/3:(NOS.)D 
Sugar and sweetener situation and outlook report . 
@ltem 0024-R (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 1109 OCLC 
44280587 
2003-17334 A 93.31/4:(NOS.) 
Sugar and sweetener situation and outlook yearbook . 
@ltem 0024-R-01 (online) 


3 Purl: http://purl.access.gpo.gov/GPO/LPS31665 OCLC 
50882224 


2003-17335 A 93.31/5:(NOS.) 
Sugar and sweeteners outlook . 
@ltem 0024-R-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31664 OCLC 
50882512 
2003-17336 
ERS information . 
@ltem 0042-T-11 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34415 OCLC 
52871336 
2003-17337 
ERS information . 
7. 
OCLC 30890315 
2003-17338 
ERS information . 


v.: @lItem 0042-T (MF) 
OCLC 45342228 


A 93.63:(DATE) 


A 93.63:(DATE)A 


A 93.63:(DATE)B 





COOPERATIVE STATE RESEARCH, 
EDUCATION AND EXTENSION Dept. 
Washington, DC 20251 


2003-17339 A 94.2:2003021688 
Financial security in later life . 
@ltem 0040-A-02 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS35788 
52925306 


2003-17340 
Small farm digest . 
@ltem 0040-A-09 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 1726 
38734048 


A 94.23:(VOL.&NOS.) 


2003-17341 A 94.24:(DATE) 
Abstracts of funded research . 
@ltem 0040-A-11 (online) 
I. Purl: Current issue http://purl.access.gpo.gov/GPO/LPS5934 _ IL. 
Purl: Archived issues _http://purl.access.gpo.gov/GPO/LPS5935 
OCLC 44115306 


FOOD AND NUTRITION SERVICE 
Agriculture Dept. 
Alexandria, VA 22302 


2003-17342 A 98.2:N 95/6/(VOL&NOS.) 

Team Nutrition connections. 

v.: @lItem 0074-A-01 

8 Purl: 
36439931 


@ltem 0074-A-01 (online) 
http://purl.access.gpo.gov/GPO/LPS7609 


2003-17343 
School lunch program . 
@item 0074-A-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35762 
52915763 


A 98.2:2003021595 


2003-17344 A 98.19:(VOL.&NOS.) 
School programs commodity update . 
@ltem 0074-A-07 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS4602 
44271667 


2003-17345 A 98.19/2:(DATE) 
Official USDA food plans, cost of food at home at four levels, U.S. 
average . 
@ltem 0074-A-08 (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS34440 OCLC 
41502238 


ANIMAL AND PLANT HEALTH INSPECTION 
SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17346 A 101.6:AN 5/3 
Animal Welfare Act as of May 13, 2002 . — [2002] 


viii, 135 p. ; Shipping list no.: 2003-0217-M. @Item 0030- 
A-07 (MF) 
OCLC 52299522 


Government Publications — November 2003 


FEDERAL GRAIN INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17347 A 104.12/2-3:(DATE) 
U.S. grain exports, quality report . 
@item 0024-P-03 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3841 
41207747 


2003-17348 A 104.12/2-3:(DATE)A 
U.S. grain export quality report . 
v.: @lItem 0024-P-03 (MF) @lItem 0024-P-03 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3841 
26916336 


OCLC 


OCLC 


RURAL BUSINESS / COOPERATIVE SERVICES 
Dept. 
Washington, DC 20250 


2003-17349 A 109.10/2: 
Farmer cooperative statistics . 
v. ; (1976-77-19 : ACS research report) @lItem 0064-C (MF) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34815 OCLC 
20002015 


2003-17350 A 109.10/2:55/2003 
Co-ops 101 . — Rev. — [2003] 
iii, 45 p. :— (Cooperative information report ; 55) Shipping 
list no.: 2003-0407-M. @Item 0065-B (MF) 
OCLC 52923224 
2003-17351 
Rural cooperatives . 
@ltem 0066 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS5331 
44886754 


A 109.11:(VOL.&NOS.) 


2003-17352 
Rural cooperatives . 
v.: @ltem 0066 (MF) @lItem 0066 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS5331 
35564199 


2003-17353 A 109.11/2:(DATE) 
Farmer cooperative statistics . 
(RBS service report) @ltem 0064-C (online) 
EL Purl: http://purl.access.gpo.gov/GPO/LPS348 15 
52870230 


2003-17354 A 109.11/2:(DATE)A 
Farmer cooperative statistics . 
v. ; (1976-77-19 : ACS research report) @ltem 0064-C (MF) 
@ltem 0064-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34815 OCLC 
20002015 


A 109.11:(VOL.&NOS.)A 


FOOD SAFETY AND INSPECTION SERVICE 
Agriculture Dept. 
Washington, DC 20250 


2003-17355 A 110.11/2:(DATE) 
Meat, poultry, and egg products inspection ... 
of Agriculture to the United States Congress . 
@ltem 0011-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34461 
52806631 


report of the Secretary 


OCLC 
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2003-17356 A 110.11/2:(DATE)A 
Meat, poultry, and egg products inspection . 
v.: @Item 0011-D (MF) @lItem 0011-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34461 
47829205 


2003-17357 A 110.11/2:(DATE)D 
Meat and poultry inspection . 

v.: @ltem 0011-D (MF) @lItem 0011-D (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34508 

11327805 
2003-17358 A 110.19:(VOL.&NOS.) 
The food safety educator . 
@ltem 0031-C-03 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS2477 
37136758 


FARM SERVICE AGENCY 
Agriculture Dept. 
Washington, DC 20250 


2003-17359 A 112.2:2003021702 
FSA program fact sheets . 
@ltem 0068-E (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS4682 OCLC 
52925542 


GRAIN INSPECTION, PACKERS and 
STOCKYARDS ADMINISTRATION, The 
Washington, DC 20250 


2003-17360 A 113.1:(DATE) 
Annual report . 
@item 0031-H (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS4193 OCLC 
41044691 


2003-17361 A 113.1:(DATE)A 
Annual report of the Grain Inspection, Packers, and Stockyards Admin- 
istration . 
v.; @lItem 0031-H (MF) @Item 0031-H (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS4193 OCLC 
38232879 


NATIONAL ARCHIVES AND RECORDS 
ADMINISTRATION 
Washington, DC 20408 


2003-17362 AE 1.115:61 
The Philippine archives collection . — 2003 
ili, 37 p. :— (Special list ; no. 61) Shipping list no.: 2003- 
0363-M. @ltem 0570-A (MF) 
OCLC 52852981 


FEDERAL REGISTER OFFICE 
National Archives and Records Administration 
Washington, DC 20408 


2003-17363 AE 2.110:108-24 
Joint Resolution Increasing the Statutory Limit on the Public Debt. 
— [2003] 
[1] leaf; Shipping list no.: 2003-02308-P. @lItem 0575 @lItem 
0575 (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34399 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34400 
OCLC 52848109 


Page 8 


2003-17364 AE 2.110:108-25 


An Act to Provide Assistance to Foreign Countries to Combat HIV/ 
AIDS, Tuberculosis, and Malaria, and for Other Purposes. — [2003] 
[40] p. ; Shipping list no.: 2003-0230-P. @Item 0575 @ltem 
0575 (online) S/N 869-049-00025-5 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34397 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34398 
OCLC 52860722 


2003-17365 AE 2.110:108-26 
An Act to Extend the Temporary Extended Unemployment Compensa- 
tion Act of 2002. — [2003] 
{1] leaf ; Shipping list no.: 2003-0230-P. @Item 0575 @lItem 
0575 (online) S/N 869-049-00026-3 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34395 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34396 
OCLC 52861028 


2003-17366 AE 2.110:108-27 
Jobs and Growth Tax Relief Reconciliation Act of 2003. — [2003] 
{17] p. ; Shipping list no.: 2003-0230-P. @lItem 0575 @ltem 
0575 (online) S/N 869-049-00027-1 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34393 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34394 
OCLC 52871262 


2003-17367 AE 2.110:108-28 
An Act Concerning Participation of Taiwan in the World Health Orga- 
nization. — [2003] 
[3] p. ; Shipping list no.: 2003-0230-P. @ltem 0575 @ltem 
0575 (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34391 
Il. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34392 
OCLC 52826858 


2003-17368 AE 2.110:108-29 
An Act to Further the Protection and Recognition of Veterans’ Memo- 
rials, and for Other Purposes. — [2003] 
[2] p. ; Shipping list no.: 2003-0230-P. @Item 0575 @ltem 
0575 (online) S/N 869-049-00029-8 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34389 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34390 
OCLC 52860773 


2003-17369 AE 2.110:108-30 


An Act to Amend the Richard B. Russell National School Lunch 
Act to Extend the Availability of Funds to Carry Out the Fruit 
and Vegetable Pilot Program. — [2003] 

[1] leaf ; Shipping list no.: 2003-0230-P. @Item 0575 @ltem 
0575 (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34385 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34386 
OCLC 52809637 


2003-17370 AE 2.110:108-32 


An Act to Provide for the Expeditious Completion of the Acquisition 
of Land Owned by the State of Wyoming within the Boundaries 
of Grand Teton National Park, and for Other Purposes. — [2003] 

[2] p. ; Shipping list no.: 2003-0248-P. @lItem 0575 @ltem 
0575 (online) S/N 869-049-00032-8 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35652 
HI. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35653 
OCLC 52916412 


2003-17371 AE 2.110:108-33 


An Act to Designate the Facility of the United States Postal Service 
Located at 1114 Main Avenue in Clifton, New Jersey, as the ‘‘Rob- 
ert P. Hammer Post Office Building.’’. — [2003] 

[1] leaf ; Shipping list no.: 2003-0238-P. @lItem 0575 @lItem 
0575 (online) 





I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34376 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34377 
OCLC 52826466 


2003-17372 AE 2.110:108-34 
Zuni Indian Tribe Water Rights Settlement Act of 2003. — [2003] 
[17] p. ; Shipping list no.: 2003-0238-P. @lItem 0575 @ltem 
0575 (online) S/N 869-049-00034-4 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34387 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34388 
OCLC 52848046 


2003-17373 AE 2.110:108-35 


An Act to Designate the Federal Building and United States Court- 
house Located at 46 East Ohio Street in Indianapolis, Indiana, as 
the ‘‘Birch Bayh Federai Building and United States Courthouse.’’. 
— [2003] 

[1] leaf ; 
0575 (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34378 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34379 
OCLC 52826528 


Shipping list no.: 2003-0238-P. @Item 0575 @lItem 


2003-17374 AE 2.110:108-37 


An Act to Designate the Regional Headquarters Building for the Na- 
tional Park Service under Construction in Omaha, Nebraska, as 
the ‘‘Carl T. Curtis National Park Service Midwest Regional Head- 
quarters Building.’’. — [2003] 

{1} leaf ; Shipping list no.: 2003-0238-P. @lItem 0575 @ltem 
0575 (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34380 
II. Purl: PDF version: http://purl.access gpo.gov/GPO/LPS34381 
OCLC 52809507 


2003-17375 AE 2.110:108-38 


Joint Resolution Expressing the Sense of Congress with Respect to 
Raising Awareness and Encouraging Prevention of Sexual Assault 
in the United States and Supporting the Goals and Ideals of National 
Sexual Assault Awareness and Prevention Month. — [2003] 

[2] p. ; Shipping list no.: 2003-0238-P. @Item 0575 @ltem 
0575 (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34383 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34384 
OCLC 52809575 


2003-17376 AE 2.110:108-41 


An Act to Authorize the Use of Certain Grant Funds to Establish 
an Information Clearinghouse that Provides Information to Increase 
Public Access to Defibrillation in Schools. — [2003] 

[1] leaf ; Shipping list no.: 2003-0248-P. @lItem 0575 @lItem 
0575 (online) S/N 869-049-0004 1-7 

I. Purl: p IL. Purl: http://purl.access.gpo.gov/GPO/LPS35648 
OCLC 52916463 


2003-17377 AE 2.110:108-42 


An Act to Authorize the Secretary of the Interior to Conduct a Study 
of the San Gabriel River Watershed, and for Other Purposes. — 
[2003] 

{1] leaf ; Shipping list no.: 2003-0248-P. @lItem 0575 @ltem 
0575 (online) S/N 869-049-00042-5 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35643 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35644 
OCLC 52908503 


2003-17378 AE 2.110:108-43 


An Act to Revise the Boundary of the Glen Canyon National Recre- 
ation Area in the States of Utah and Arizona. — [2003] 
[1] leaf ; Shipping list no.: 2003-0248-P. @lItem 0575 @lItem 
0575 (online) S/N 869-049-00043-3 


Government Publications — November 2003 


I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35650 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35651 
OCLC 52916402 


COMMERCE DEPARTMENT 
Washington, DC 20230 


2003-17379 C 1.102:2003018590 
International plans, policies, and investments in science and technology 
. —[1997] 
@ltem 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34362 OCLC 
52780455 


2003-17380 C 1.102:2003018893 


Business incubation . — [2003] 
@ltem 0129-B (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34846 OCLC 

52826790 


MINORITY BUSINESS DEVELOPMENT 
AGENCY 
Washington, DC 20230 


2003-17381 C 1.202:2003018406 
Understanding broadband demand . — [2002] 
@item 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34 164 
5274422 


OCLC 


2003-17382 
Visions 2020 . — [2002] 
@item 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34 165 
52744343 


C 1.202:2003018422 


OCLC 


2003-17383 C 1.202:2003018436 
Suborbital reusable launch vehicles and applicable markets 
@ltem 0129-B (online) 
I Purl: http://purl.access.gpo.gov/GPO/LPS34272 OCLC 
52761039 


. — [2002] 


2003-17384 C 1.202:2003018443 
Market opportunities in space . — [2002] 
@ltem 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34273 OCLC 
52761528 


2003-17385 C 1.202:2003018452 
Space economic data . — [2002] 
@ltem 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34275 
52761707 


OCLC 


2003-17386 C 1.202:2003018482 
The U.S. competitive position in advanced automotive technologies 
. — [20037] 
@ltem 0129-B (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS34280 OCLC 
52761984 


2003-17387 C 1.202:2003018658 
The Experimental Program to Stimulate Competitive Technology 
(EPSCoT) . — [2002] 
@ltem 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34501 
52804255 


OCLC 
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Census Bureau — Commerce Dept. 


2003-17388 C 1.202:2003018888 
A national benchmarking analysis of technology business incubator 
performance and practices . — [2003] 
@ltem 0129-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34845 OCLC 
52826521 


CENSUS BUREAU 
Commerce Dept. 
Suitland, MD 20233 


2003-17389 C 3.2:2003020198 
Domestic migration across regions, divisions, and states, 1995 to 2000 
. —[2003] 
— (Census 2000 special reports ; CENSR-7) 
line) 
I. Purl: 
52849171 


@ltem 0146 (on- 


http://purl.access.gpo.gov/GPO/LPS34685 OCLC 


2003-17390 C 3.2:2003020224 
Migration and geographic mobility in metropolitan and nonmetropoli- 
tan america, 1995 to 2000 . — [2003] 
— (Census 2000 special reports ; CENSR-9) 
line) 
I. Purl: 
52849159 


@ltem 0146 (on- 


http://purl.access.gpo.gov/GPO/LPS34718 OCLC 


2003-17391 C 3.6/2:F 76/3/2003 


Foreign trade statistics {2003} 
47 p.: Shipping list no.: 2003-0234-P. 
OCLC 52751249 


@ltem 0146-A 


2003-17392 C 3.24/9-7:(DATE) 

Annual survey of manufactures. Statistics for industry groups and 
industries (including capital expenditures, inventories and supple- 
mental labor, fuel, and electric energy costs). 

v.; @ltem 0134-A @ltem 0134-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3286 
18517099 


OCLC 


2003-17393 C 3.24/9-9:(DATE) 
Annual survey of manufactures. Geographic area statistics . 
@ltem 0134-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS22575 
52111898 


2003-17394 C 3.158:M 3-1(DATE) 
Current industrial reports. M3-1, Manufacturers’ shipments, inventories, 
and orders. 
v.; @ltem 0142-A @ltem 0142-A (online) 
I. Purl: Monthly issues: http://purl.access.gpo.gov/GPO/LPS 1631 
If. Purl: Annual summaries: _ http://purl.access.gpo.gov/GPO/ 
LPS22589 OCLC 02548418 


2003-17395 C 3.158:MA 200(DATE) 
Current industrial reports. MA 200, Pollution abatement costs and 
expenditures 
@ltem 0142-A (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34 186 
52751778 


OCLC 


2003-17396 C 3.158/2-2:(DATE) 
Current industrial reports. M3-1, Manufacturers’ shipments, inventories, 
and orders . 
@ltem 0142-A-03 (online) 
I. Purl: Monthly issues: http://purl.access.gpo.gov/GPO/LPS 1631 
OCLC 52739610 


Page 10 


2003-17397 C 3.158/2-3:(DATE) 
Current industrial reports. M3-1, Manufacturers’ shipments, inventories, 
and orders . 
@item 0142-A-02 (online) 
I. Purl: Annual summaries: 
LPS22589 OCLC 52740733 


2003-17398 C 3.158/4:(DATE) 
Current industrial reports. Manufacturing profiles . 
@item 0142-A-01 (online) 
‘. Purl: http://purl.access.gpo.gov/GPO/LPS2593 OCLC 
40886867 


2003-17399 C 3.158/5:(DATE) 
Current industrial reports. MQ-C1, Manufacturers’ utilization of plant 
capacity, advance report for fourth quarter ... 
@ltem 0142-A-04 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS22603 OCLC 
$2721932 


2003-17400 
A child’s day . 
(Current population reports. Series P-70, Household economic 
studies) @ltem 0142-C-30 (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS35204 OCLC 
52862503 


2003-17401 
Veterans, 2000 . — [2003] 
11 p. :— (Census 2000 brief ; C2KBR-22) Shipping list no.: 
2003-0252-P. @Item 0146-F-05 @ltem 0146-F-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35755 OCLC 
52938215 


2003-17402 C 3.215:H-131/(DATE) 
Current housing reports. H-131, Characteristics of apartments com- 
pleted . 
@ltem 0141-A (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 3600 
52822823 


http://purl.access.gpo.gov/GPO/ 


C 3.186/40:(DATE) 


C 3.205/8-2:22 


OCLC 


2003-17403 C 3.215/2:C 20(DATE) 
Current construction reports. C20, Housing starts . 
v.; @ltem 0140-A-01 @ltem 0140-A-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 1496 
17245452 


2003-17404 C 3.215/3:(DATE) 
Current construction reports. C30, Value of new construction put in 
place . 
@ltem 0140-A-02 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS 1497 OCLC 
49402884 
2003-17405 C 3.215/8:(DATE) 
Current construction reports. C50, Expenditures for residential im- 
provements and repairs . 
@ltem 0140-A-05 (online) 
I. Purl: http://purl.oclc.org/GPO/LPS1498 OCLC 52808415 


2003-17406 C 3.215/9:(DATE) 
Current construction reports. C25, New one-family houses sold . 
v.: @lItem 0140-A-06 @lItem 0140-A-06 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 1499 OCLC 
24163121 
2003-17407 C 3.215/9-3:(DATE) 
Current construction reports. C25, Characteristics of new housing [elec- 
tronic resources] . 
@ltem 0140-A-06 (online) 


OCLC 





I. Purl: 
52807148 


2003-17408 C 3.215/13:C-22(DATE) 
Current construction reports. C22, Housing completions . 
@ltem 0140-A-08 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS1518 OCLC 
52788742 


2003-17409 C 3.215/15:(DATE) 
Current construction reports. C21, New residential construction in se- 
lected metropolitan areas . 
@ltem 0140-A-09 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34371 
52788890 


2003-17410 C 3.215/16:(DATE) 
Current housing reports. H171, Supplement to the American housing 
survey for selected metropolitan areas in ... 
v.: @ltem 0141-A @lItem 0141-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3289 OCLC 
24579595 


2003-17411 C 3.215/19-3:(DATE) 
Current housing reports. H-150, American housing survey for the 
United States in ... 
@ltem 0156-P-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS6187 OCLC 
51586755 


2003-17412 C 3.215/22:(DATE) 
Current housing reports. H-130, Market absorption of apartments . 
@ltem 0141-A-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS6086 OCLC 
52466048 


2003-17413 C 3.215/22-2:(DATE) 
Current housing reports. H-130, Market absorption of apartments . 
@ltem 0141-A-03 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS6086 OCLC 
52831434 


2003-17414 C 3.223/18:2000 PHC-1-53 
Puerto Rico, 2000. Summary population and housing characteristics 
. — [2002] 
@ltem 0159-B-53 @lItem 0159-B-53 (online) S/N 003-024- 
08918-1 (Paper) 
I. Purl: 
51915443 


2003-17415 C 3.223/23-2:2000 PHC-4-CNMI 
Commonwealth of the Northern Mariana Islands, 2000. Social, eco- 
nomic, and housing characteristics . — [2003] 

1 v. (various pagings) : Shipping list no.: 2003-0255-P @ltem 
0156-M-54 @lItem 0156-M-54 (online) S/N 003-024-09043-1 
(Paper) 

I 


http://purl.access.gpo.gov/GPO/LPS6221 OCLC 


OCLC 


http://purl.access.gpo.gov/GPO/LPS28989 OCLC 


: Purl: http://purl.access.gpo.gov/GPO/LPS35746 OCLC 
52938167 


2003-17416 C 3.223/23-2:2000 PHC-4-GUAM 
Guam, 2000. Social, economic, and housing characteristics . — [2003] 
1 v. (various pagings) : Shipping list no.: 2003-0255-P @lItem 
0156-M-54 @Item 0156-M-54 (online) S/N 003-024-09040-6 
(Paper) 
I Purl: http://purl.access.gpo.gov/GPO/LPS35666 OCLC 


52938115 


2003-17417 C 3.223/27:51 
U.S. Census Bureau measurement of net international migration to 
the United States . — [2001] 
— (Working paper series ; 
@ltem 0154-B-55 (MF) 


no. 51) @Item 0154-B-55 (online) 


Government Publications — November 2003 


I. Purl: 
52697141 


2003-17418 C 3.272:ACS-30/2003 
Your guide for the American community survey. — [2002] 
15 p.; Shipping list no.: 2003-0233-P. @lItem 0146-M 
OCLC 52740037 


2003-17419 C 3.272:D-60 B/FARSI 
Rahnamaa-yi paasukh-i pursishhaa bih zabaan-i Faarsai. — [19997] 
12 p.: Shipping list no.: 2000-0083-P. @lItem 0146-M 
OCLC 52776698 


2003-17420 C 3.275:F 48/DVD 
Census 2000. Summary file 1 census of population and housing. [2001] 
1 DVD-ROM ; Shipping list no.: 2002-0008-E. @lItem 0154- 
B-01 
I. Purl: 
48616273 


2003-17421 C 3.282/2-3:2000/DVD 
Census 2000 summary file 2 . [2003] 
1 DVD-ROM ; @lJtem 0154-F-07 @lItem 0154-F-07 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35567 OCLC 
52392596 


2003-17422 C 3.282/4:108 
108th Congressional district summary files . [2003] 
1 DVD-ROM ; @lItem 0154-F-05 @ltem 0154-F-05 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34176 OCLC 
52384955 


NATIONAL INSTITUTE OF STANDARDS AND 
TECHNOLOGY 
Commerce Dept. 
Gaithersburg, MD 20899 


2003-17423 C 13.10:500-252 


Information technology . — [2003] 
— (NIST special publication ; 500-252) @lItem 0247 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS32713 OCLC 
52751679 


2003-17424 C 13.10:972 
Highly charged ions . — [2002] 
xviii, 304 p. :— (NIST special publication ; 972) Shipping 
list no.: 2003-0272-M. @Item 0247 (MF) S/N 003-003-03765- 
6 (paper copy) 
OCLC 52479800 


2003-17425 C 13.10:990 


Measuring the performance and intelligence of systems . — [2002] 
ix, 467 p. :— (NIST special publication ; 990) Shipping list 
no.: 2003-0384-M. @Item 0247 (MF) @Item 0247 (online) S/ 
N 003-003-03764-8 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35560 OCLC 
52838223 


2003-17426 C 13.10:991 
Communicating the future . — [2002] 

vi, 156 p. :— (NIST special publication ; 991) Shipping list 
no.: 2003-0384-M. @Item 0247 (MF) S/N 003-003-03771-1 
(paper copy) 

OCLC 52839347 


2003-17427 C 13.46:1500-10 
Weld repair of the U.S. Capitol dome . — [2002] 

37 p. :— (NIST technical note. Materials reliability series) 
Shipping list no.: 2003-0375-M. @lItem 0249-A (MF) S/N 003- 
003-03777-0 (paper copy) 

OCLC 52847836 


http://purl.access.gpo.gov/GPO/LPS33860 OCLC 


http://purl.access.gpo.gov/GPO/LPS20134 OCLC 
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National Ocean Service — Commerce Dept. 


2003-17428 C 13.46:1500-11 
Metallurgy of the U.S. Capitol dome . — [2002] 

20 p. :— (NIST technical note. Materials reliability series.) 
Shipping list no.: 2003-0375-M. @ltem 0249-A (MF) S/N 003- 
003-03780-0 (paper copy) 

OCLC 52847889 
2003-17429 C 13.58:6622 
A two-phase airframe shielding performance study using ultra-wide- 
band measurement systems . — [2003] 
iii, SO p. :— (NISTIR ; 6622) Shipping list no.: 2003-0376- 
M. @ltem 0247-D (MF) 
OCLC 52836791 
2003-17430 C 13.58:6974 
Characterization of luminance probe for accurate contrast measure- 
ments in medical displays . — [2003] 
13 p. :— (NISTIR ; 6974) Shipping list no.: 2003-0350-M. 
@ltem 0247-D (MF) 
OCLC 52786498 
2003-17431 C 13.58:6980 
User’s guide for Smokeview version 3.1 

viii, 52 p. :— (NISTIR ; 6980) 
M. @ltem 0247-D (MF) 

OCLC 52786668 
2003-17432 
ITL bulletin . 

@ltem 0244-G (online) 


Sf Purl: http://purl.access.gpo.gov/GPO/LPS 12735 OCLC 
47179879 


— [2003] 
Shipping list no.: 2003-0350- 


C 13.76:(DATE) 


NATIONAL OCEANIC AND ATMOSPHERIC 
ADMINISTRATION 
Commerce Dept. 
Rockville, MD 20852 
2003-17433 C 55.2:AC 8 
Coastal North Carolina . — [20037] 
1 v. Shipping list no.: 2003-0245-P. @ltem 0250-E-02 @ltem 
0250-E-02 (online) GPO abridged cataloging. 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35234 OCLC 
52854508 


2003-17434 C 55.2:P 93 
New priorities for the 21st century . — [2003] 
16 p.: Shipping list no.: 2003-0243-P 
OCLC 52778843 
2003-17435 C 55.2:2003018405 
An introduction and user’s guide to wetland restoration, creation, and 
enhancement . — [20037] 
@ltem 0250-E-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33588 OCLC 
52904055 


2003-17436 C 55.2:2003020285 
Flower Garden Banks National Marine Sanctuary . — [2000] 
— (Marine sanctuaries conservation series ; MSD-00-3) @Item 
0250-E-02 (online) 
L. Purl: 
52927200 


2003-17437 C 55.13:NESDIS 110 


An algorithm for correction of navigation errors in AMSU-A data 
. —[2002] 
iv, 24 p. :— (NOAA technical report NESDIS ; 110) Shipping 
list no.: 2003-0376-M. @ltem 0208-C-12 (MF) 
OCLC 52870590 


@item 0250-E-02 


http://purl.access.gpo.gov/GPO/LPS35801 OCLC 
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2003-17438 C 55.13:NESDIS 111 
An algorithm for correction of lunar contamination in AMSU-A data 
— [2002] 
iv, 30 p. :— (NOAA technical report NESDIS ; 111) Shipping 
list no.: 2003-0376-M. @lItem 0208-C-12 (MF) 
OCLC 52870641 


2003-17439 C 55.13: NMFS-OPR-24 
Proceedings of the Caribbean Acropora Workshop . — [2003] 
iv, 199 p. :— (NOAA technical memorandum NMFS-OPR ; 


24) Shipping list no.: 2003-0268-M. @lItem 0208-C-04 (MF) 
OCLC 52823815 


2003-17440 C 55.13/2:NESDIS 113 
Proceedings of the International GODAR review meeting . — [2003] 
48 p. :— (NOAA technical report NESDIS ; 113) Shipping 
list no.: 2003-0247-M. @ltem 0208-C-12 (MF) 
OCLC 52823683 


2003-17441 C 55.13/2:NMFS-F/SPO-58 
NMFS/Interagency Working Group evaluation of CITES criteria and 
guidelines . — [2002, i.e. 2003] 
iv, 70 p. :— (NOAA technical memorandum NMFS-F/SPO ; 
58) Shipping list no.: 2003-0248-M. @Item 0208-C-04 (MF) 
@ltem 0208-C-04 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS31840 OCLC 
52730978 


2003-17442 C 55.13/2:0AR ARL 247 
Issues affecting dispersion near highways . — [2003] 
| v. (various pagings) :— (NOAA technical memorandum OAR 
ARL ; 247) Shipping list no.: 2003-0403-M. @lItem 0208-C-14 
(MF) 
OCLC 52912291 


2003-17443 C $5.13/2:0AR ARL-248 
Combining conditioned laser altimeter data and GPS altitude data 
to obtain accurate aircraft sensor height measurements . — [2003] 
v, 43 p. :— (NOAA technical memorandum OAR ARL ; 248) 
Shipping list no.: 2003-0355-M. @lItem 0208-C-14 (MF) 
OCLC 52800775 


2003-17444 C 55.13/2:;0AR PMEL-123 
Calibration procedures and instrumental accuracy estimates of ATLAS 
air temperature and relative humidity measurements . — [2003] 
iv, 23 p. :— (NOAA technical memorandum OAR PMEL ; 


123) Shipping list no.: 2003-0376-M. @ltem 0208-C-14 (MF) 
OCLC 52847170 


NATIONAL WEATHER SERVICE 
Commerce Dept. 
Silver Spring, MD 20910 


2003-17445 C 55.108:H 94/3/2003 
Hurricanes, unleashing nature’s fury . —Rev. Apr. 2003.— 2003. 
15, [1] p. :— (NOAA/PA ; 94050) Shipping list no.: 2003- 
0240-P. @ltem 0275-E 
OCLC 52742250 


NATIONAL OCEAN SERVICE 
Commerce Dept. 
Washington, DC 20230 


2003-17446 C 55.402:2003020278 
Survey of benthic macroinfauna and levels of chemical contaminants 
in sediments and biota at Gray’s Reef National Marine Sanctuary 
. —[2001] 
@ltem 0192 (online) 





I. Purl: 
52926966 


http://purl.access.gpo.gov/GPO/LPS35799 OCLC 


2003-17447 C 55.418/7:50/2003 
North Pacific Ocean, (eastern part) . 6th ed., Jun./03. [2003] 
1 map : (International chart series ; INT 50) Shipping list no.: 
2003-0036-S. @Item 0191-B-14 
OCLC 52860671 


2003-17448 C 55.418/7:11300/2003 
United States—Gulf coast, Galveston to Rio Grande 
03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @Item 0191-B-13 
OCLC 52855794 


. 39th ed., Apr./ 


2003-17449 C 55.418/7:11325/2003 
United States—Gulf coast, Texas, Houston Ship Channel, Carpenters 
Bayou to Houston . 35th ed., May/03. [2003] 
| map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52860738 


2003-17450 C 55.418/7:11340/2003 
United States—Gulf coast, Mississippi River to Galveston 
Jun./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52839075 


. 68th ed., 


2003-17451 C 55.418/7:11384/2003 
United States—Gulf coast, Florida, Pensacola Bay entrance . 33rd 
ed., Apr./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52856108 


2003-17452 C 55.418/7:11409/2003 
United States—Gulf coast, Florida, Anclote Keys to Crystal River 
. 28th ed., May/03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52855982 


2003-17453 C 55.418/7:11478/2003 
United States—east coast, Florida, Port Canaveral . 20th ed., May/ 
03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52856032 


2003-17454 C 55.418/7:11486/2003 
United States—east coast, Florida, St. Augustine light to Ponce De 
Leon inlet . 15th ed., Jul./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52855884 


2003-17455 C 55.418/7:11519/2003 
United States—east coast, South Carolina, parts of Coosaw and Broad 
rivers . 12th ed., Apr./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52854528 


2003-17456 C 55.418/7:12222/2003 
United States—east coast, Virginia, Chesapeake Bay, Cape Charles 
to Norfolk Harbor . 44th ed., May/03. [2003] 
1 map: Shipping list no.: 2002-0032-S. @lItem 0191-B-13 
OCLC 52777396 


2003-17457 C 55.418/7:12253/2003 
United States—east coast, Virginia, Norfolk Harbor and Elizabeth 
River . 43rd ed., Jun./03. [2003] 


1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52839551 


Government Publications — November 2003 


2003-17458 C 5$5.418/7:12334/2003-2 
United States—east coast, New York—New Jersey, New York Harbor, 
Upper Bay and Narrows . 66th ed., May/03. [2003] 


Il map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52839813 


2003-17459 C 55.418/7:12341/2003 
United States—east coast, New York—New Jersey, Hudson River, 
Days Point to George Washington Bridge . 26th ed., Jun./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52839755 


2003-17460 C 55.418/7:12371/2003 
United States—east coast, Connecticut, New Haven Harbor . 23rd 
ed., May/03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52839644 


2003-17461 C $5.418/7:13003/2003-2 
Atlantic coast, Cape Sable to Cape Hatteras . 47th ed., Jun./03. [2003] 


1 map: Shipping list no.: 2003-0035-S. @ltem 0191-B-13 
OCLC 52839441 


2003-17462 C 55.418/7:13006/2003 
United States—east coast, West Quoddy Head to New York . 3lst 
ed., Jun./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @ltem 0191-B-13 
OCLC 52839285 


2003-17463 C 55.418/7:13246/2003 
United States—east coast, Massachusetts, Cape Cod Bay 
Jun./03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @ltem 0191-B-13 
OCLC 52852771 


2003-17464 C 55.418/7:13316/2003 
United States—east coast, Maine, Blue Hill Bay 
03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52839859 


2003-17465 C 55.418/7:14913/2003 
United States—Great Lakes, Lake Michigan—Michigan, Grand Tra- 
verse Bay to Little Traverse Bay . 18th ed., May/03. [2003] 
1 map: Shipping list no.: 2003-0036-S. @ltem 0191-B-16 
OCLC 52839363 


2003-17466 C 55.418/7:14932/2003 
United States—Great Lakes, Lake Michigan—Michigan, Holland Har- 
bor . 23rd ed., Apr./03. [2003] 
1 map: Shipping list no.: 2003-0032-S. @ltem 0191-B-16 
OCLC 52805507 


2003-17467 C 55.418/7:14966/2003-2 
United States—Great Lakes, Lake Superior—Minnesota—Wisconsin— 
Michigan, Little Girls Point to Silver Bay . 26th ed., May/03. 
[2003] 
1 map: Shipping list no.: 2003-0032-S. @lItem 0191-B-16 
OCLC 52777480 


2003-17468 C 55.418/7:17360/2003 
United States, Alaska—southeast coast, Etolin Island to Midway Is- 
lands, including Sumner Strait . 33rd ed., May/03. [2003] 
1 map: Shipping list no.: 2003-0036-S. @lItem 0191-B-15 
OCLC 52860628 


2003-17469 C $5.418/7:18602/2003 
United States—west coast, Oregon—California, Pyramid Point to Cape 
Sebastian . 12th ed., Apr./03. [2003] 


1 map: Shipping list no.: 2003-0032-S. 
OCLC 52805526 


. 37th ed., 


. 22nd ed., May/ 


@ltem 0191-B-14 
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National Imagery and Mapping Agency — Defense Dept. 


2003-17470 C 55.418/7:18643/2003 
United States—west coast, California, Bodega and Tomales bays . 
17th ed., Mar./03. [2003] 
1 map: Shipping list no.: 2003-0032-S. @ltem 0191-B-14 
OCLC 52805554 


2003-17471 C 55.418/7:25677/2003 
West Indies, south coast of Puerto Rico, Guanica Light to Punta 
Tuna Light . 20th ed., May/03. [2003] 
1 map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52856156 


2003-17472 C 55.418/7:25681/2003 
West Indies, Puerto Rico—south coast, Bahia de Guayanilla and Bahia 
de Tallaboa . 16th ed., Apr./03. [2003] 
Il map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52860581 
2003-17473 C 5$5.418/7:25683/2003 
Puerto Rico, Bahia de Ponce and approaches 
{2003} 
| map: Shipping list no.: 2003-0035-S. @lItem 0191-B-13 
OCLC 52860473 
2003-17474 C 55.418/7:25687/2003 
West Indies, Puerto Rico—south coast, Bahia de Jobos and Bahia 
de Rincon . 12th ed., May/03. [2003] 
1 map: Shipping list no.: 2003-0035-S. 
OCLC 52860510 


. 18th ed., May/03. 


@ltem 0191-B-13 


NATIONAL TELECOMMUNICATIONS AND 
INFORMATION ADMINISTRATION 
Commerce Dept. 
Washington, DC 20504 
2003-17475 C 60.2:2003021463 
Children’s Internet Protection Act, Pub. L. 106-554 . — [2003] 
@ltem 0126-E-04 (online) 
& Purl: http://purl.access.gpo.gov/GPO/LPS35655 
52896761 


OCLC 


DEFENSE DEPARTMENT 
Washington, DC 20301 
2003-17476 D 1.2:K 54 
DoD puts kids first. — [2003] 
| sheet ; Shipping list no.: 2003-0255-P. @lItem 0306 
OCLC 52871165 

2003-17477 D 1.6/2:M 59/5/992/V.7/PT.A 
Department of Defense military pay and allowances entitlements man- 

ual. — [1992 ed.- —[1992- 

v. :— (DoD financial management regulation military pay, pol- 
icy, and procedures ; 7) Shipping list no.: 93-0615-P (v. 7, pt. 
A). @ltem 0306-A 

OCLC 52912428 


2003-17478 D 1.46/2:7640.1/(DATE) 
DCAA contract audit manual. 


v. : (DCAAM ; 7640.1) @ltem 0310-E-02 @ltem 0310-E-02 
(online) S/N 708-077-00000-3 
1. Purl: http://purl.access.gpo.gov/GPO/LPS6792 OCLC 
20586058 
2003-17479 D 1.46/2-2:(DATE)A 
DCAA contract audit manual . 
(DCAAM ; 7640.1) @ltem 0310-E-26 (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS6792 OCLC 52722769 
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NATIONAL IMAGERY AND MAPPING AGENCY 
Defense Dept. 
Washington, DC 20305-3000 


2003-17480 D 5.356:26122/2003 
West Indies, plans on the northwest coast of Jamaica 
Mar. 1, 2003 (Correct though 9/03). [2003] 
2 maps on | sheet : Shipping list no.: 2003-2007-S. Contents: 
A. Discovery Bay and Rio Bueno — B. Montego Bay. @lItem 
0378-E-22 
OCLC 52788487 


. 30th ed., 


2003-17481 D 5.356:26300/2003 
West Indies, The Bahamas, Little Bahama Bank to Eleuthera Island 
. 7th ed., Mar. 15, 2003 (Correct through NM 11/03). [2003] 


| map: Shipping list no.: 2003-2007-S. @Item 0378-E-22 
OCLC 52826494 


2003-17482 D 5.356:52042/2003 
Africa—north coast, Strait of Gibraltar—Morocco, Baie de Tanger 
. 6th ed., Mar. 8, 2003 (Correct through NM 10/03). [2003] 


I map: Shipping list no.: 2003-2007-S. @lItem 0378-E-25 
OCLC 52785836 


2003-17483 D 5.356:56100/2003 
Mediterranean Sea, Egypt, el-Iskandariya (Alexandria) to the Sinai 
. 14th ed., May 10, 2003 (Correct through NM_ 19/03). [2003] 
1 map: Shipping list no.: 2003-2008-S. @lItem 0378-E-25 
OCLC 52842048 


2003-17484 D 5.356:56104/2003 
Mediterranean Sea, Egypt, approaches to Mina Dumyat (Damietta Port) 
and Bur Said . 3rd ed., Feb. 15, 2003 (Correct through NM 07/ 
2003). [2003] 
1 map: Shipping list no.: 2003-2007-S. @Item 0378-E-25 
OCLC 52778884 


2003-17485 D 5.356:62098/2003 
Gulf of Aden, Yemen, Bandar at Tawahi (Aden Harbor) 
May 24, 2003 (Correct through NM 21/03). [2003] 


| map: Shipping list no.: 2003-2008-S. @lItem 0378-E-26 
OCLC 52849822 


. 7th ed., 


2003-17486 D 5.356:62220/2003 
Red Sea, Gulf of Aqaba . 9th ed., Apr. 12, 2003 (Correct through 
NM 15/03). [2003] 
I map: @lItem 0378-E-26 
OCLC 52769231 


2003-17487 D 5.356:62222/2003 
Red Sea, Gulf of Aqaba, Strait of Tiran . Sth ed., Mar. 8, 2003 
(Correct through NM 10/03). [2003] 
I map: Shipping list no.: 2003-2008-S. @lItem 0378-E-26 
OCLC 52850436 


2003-17488 D 5.356:62395/2003 
Persian Gulf, Iran, Bandar-E Shahid Raja. 3rd ed., Apr. 26, 2003 
(Correct through NM 17/03). [2003] 
1 map : Shipping list no.: 2003-2008-S.”’ 
OCLC 52840124 


@item 0378-E-26 


2003-17489 D 5.356:62437/2003 
Persian Gulf, Kuwait—Iraq, Khawr Shatanah and approaches to Umm 
Qasr and Az Zubayr . 10th ed., June 7, 2003 (Correct through 
NM 23/03). [2003] 
1 map: Shipping list no.: 2003-2008-S. 
OCLC 52849283 





2003-17490 D 5.356:62520/2003 

Asia, Persian Gulf—central part, lran—Qatar—United Arab Emirates, 
Jazireh-ye Kish to Jabrin and Ras Laffan . 6th ed., Mar, 15, 2003 
(Correct through NM 11/03). [2003] 


1 map: Shipping list no.: 2003-2007-S. @ltem 0378-E-26 
OCLC 52768775 


2003-17491 D 5.356:62530/2003 

Asia, Persian Gulf—north central part, Saudi Arabia—Iran—Bahrain— 
Qatar, Jabrin and Ras Laffan to Jazireh-ye Farsi and Ad Dammam 
. 6th ed., Mar. 8, 2003 (Correct through NM 10/03). [2003] 


1 map: Shipping list no.: 2002-2007-S. @ltem 0378-E-26 
OCLC 52769549 


2003-17492 D 5.356:63250/2001 
Asia, India—Sri Lanka, Palk Strait and Gulf of Mannar, northern 
part . 6th ed., Oct. 13, 2001 (Correct through NM 41/01). [2001] 
1 map: Shipping list no.: 2002-2006-S. @lItem 0378-E-26 
OCLC 50674294 


2003-17493 D 5.356:71043/2002 
Thailand—Malacca Strait, Port of Phuket . 2nd ed., Jan. 19, 2002 
(Correct through NM 03/02). [2002] 


1 map: Shipping list no.: 2003-2001-S. @ltem 0378-E-27 
OCLC 51047835 


2003-17494 D 5.356:71255/2003 
Strait of Malacca and Singapore Strait, Singapore—Malaysia, harbor 
of Singapore—western part . 6th ed., Mar. 22, 2003 (Correct through 
NM 12/03). [2003] 
1 map: Shipping list no.: 2003-2008-S. @ltem 0378-E-27 
OCLC 52850063 


2003-17495 D 5.356:71259/2003 


Mediterranean Sea, Egypt, approaches to Mina Dumyat (Damietta Port) 
and Bur Said . 3rd ed., Feb. 15, 2003 (Correct through NM 07/ 
2003). [2003] 


1 map: Shipping list no.: 2003-2007-S. @ltem 0378-E-27 
OCLC 52778884 


2003-17496 D 5.356:71440/2003 

Indonesia—Malaysia—Singapore—Malay Peninsula—east coast, 
Singapore Strait to Pulau Tioman including Kepulauan Anambas 
. 2nd ed., Jan. 18, 2003 (Correct through NM 03/03). [2003] 


1 map: Shipping list no.: 2003-2004-S. @ltem 0378-E-27 
OCLC 52800839 


2003-17497 D 5.356:71455/2002 
South China Sea, Indonesia, Kepulauan Natuna Besar 
14, 2002 (Correct through NM 50/02). [2002] 
1 map: Shipping list no.: 2003-2004-S. @Item 0378-E-27 
OCLC 52800161 


2003-17498 D 5.356:73082/2001 
Banda Sea, Indonesia—East Timor, approaches to Dili 
30, 2001 (Correct through NM 26/01). 2001. 
1 map: Shipping list no.: 2003-2001-S. @lItem 0378-E-27 
OCLC 51205830 


. 2nd ed., Dec. 


. Ist ed., June 


NATIONAL DEFENSE UNIVERSITY 
Defense Dept. 
Washington, DC 20319-6000 


2003-17499 D 5.417:200 
Preemptive action . — [2003] 
— (Strategic forum ; no. 200) @tem 0378-H-12 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35237 OCLC 
52916505 


Government Publications — November 2003 


2003-17500 D 5.417/2:G 51 
Globalization and maritime power . — 2002. 

XXXvili, 613 p. : Shipping list no.: 2003-0283-M. @lItem 0378- 
H-14 (MF) @ltem 0378-H-14 (online) S/N 008-020-01519-9 
(paper copy) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34027 OCLC 

52731207 
DEFENSE TECHNICAL INFORMATION 
CENTER 
Alexandria, VA 22314 


2003-17501 D 10.2:2003019584 
Protecting people at risk . — [2002] 
@ltem 0314-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35598 OCLC 
52892422 


DEFENSE SPECIAL WEAPONS 
Defense Dept. 
Washington, DC 20305-1000 


2003-17502 D 15.2:0P 2/2003 
Treaty on Open Skies . — [2003] 
vii, 243 p. ; Shipping list no.: 2003-0355-M. @lItem 0379- 
B-11 (MF) 
OCLC 52861413 


ARMY DEPARTMENT 
Defense Dept. 
Washingten, DC 20310 


2003-17503 D 101.2:F 62/2001 
National security for a new era . — [2001] 
vii, 287 p. :— (CMH pub ; 70-80-1) Shipping list no.: 2003- 
0248-M. @ltem 0325 (MF) 
OCLC 52418651 


2003-17504 D 101.2:0P 5/4/V.1-5 
Army Science Board FY2000 summer study final report . — (2001) 
Contents: v. 1. Executive summary report — v. 2. Operations 
panel report — v. 3. Information dominance panel report — v. 
4. Support and sustainment panel report — v. 5. Training dominance 
panel report. @lJtem 0325 (online) GPO abridged cataloging. 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34904 OCLC 
52832366 


2003-17505 D 101.2:SO 4/6/V.1-3 
Army Science Board FY2001 summer study final report . — 2001. 
Contents: v. 1. Executive summary — v. 2. The science and 
technology challenges — v. 3. Background and context. @item 
0325 (online) GPO abridged cataloging. 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34603 OCLC 
52809570 


2003-17506 D 101.2:2003018884 


Army Science Board ad hoc study on human robot interface issues 
. — [2002] 
@ltem 0325 (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS34605 OCLC 
52809708 


2003-17507 D 101.2:2003018886 
Army Science Board 2001 ad hoc study final report . 
@ltem 0325 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34607 
52809833 


— [2002] 


OCLC 
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Army Department — Defense Dept. 


2003-17508 D 101.2:2003018903 
Army Science Board 2001 special study final report . — 2001. 
@ltem 0325 (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS34850 OCLC 
52827416 
2003-17509 D 101.2:2003018936 
Army Science Board FY1999 summer study final report 
@ltem 0325 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34909 OCLC 
52832544 


2003-17510 D 101.2:2003018938 
Army Science Board summer study final report . — [1999] 
@ltem 0325 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34910 OCLC 
52832980 


. —[1999] 


2003-17511 D 101.2:2003018940 
Army Science Board summer study final report . — [1999] 
@ltem 0325 (online) 
I. Purl: hitp://purl.access.gpo.gov/GPO/LPS34923 OCLC 


2003-17512 D 101.2:2003018941 
Army Science Board 1997 summer study final report . 
@ltem 0325 (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS34950 OCLC 
52833990 


2003-17513 D 101.2:2003018943 
Army Science Board 1997 summer study final report . 
@ltem 0325 (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS34974 OCLC 
52834370 


— [1998] 


— [1997] 


2003-17514 D 101.2:2003018944 
Army Science Board and Naval Research Advisory Committee joint 
countermine technologies study (from the surf-zone inland) . — 
{[2001] 
@litem 0325 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS34982 OCLC 
52834672 


2003-17515 D 101.2:2003019055 
Determining optimal systems contractor report . — [2002] 
@item 0325 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS 34141 
52818330 


2003-17516 D 101.2:2003020626 
Policy for travel by Department of the Army officials . 
@ltem 0325 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35095 
52861049 


2003-17517 D 101.6/5:0P 2 
Military history operations . — [2003] 
1 v. (various pagings) :— (FM ; 1-20) Shipping list no.: 2003- 
0268-M. @ltem 0325-B (MF) 
OCLC 52870193 
2003-17518 
Honor guard . — [2002] 
38 p.: Shipping list no.: 2003-0238-P. @lItem 0325-B 
OCLC 52741587 
2003-17519 D 101.9:1-9/999 


White House liaison, communications, and inspections . 
— (Army regulation ; 1-9) @lItem 0323 (online) 


— [2003] 


OCLC 


D 101.6/5:SO 4/7 


— [1999] 
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I. Purl: 
52847474 


2003-17520 D 101.9:600-89/2003 
General Douglas MacArthur Leadership Award Program 
— (Army regulation ; 600-89) @lItem 0323 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34572 OCLC 
52818295 


2003-17521 D 101.24:21-305-11 
Training program for the family of medium tactical vehicles operator 
. — [2002] 
1 v. (various pagings) :— (TC ; 21-305-11) Shipping list no.: 
2003-0283-M. @lItem 0324-B (MF) 
OCLC 52870267 


2003-17522 D 101.117/3:27 
Tumors of the intestines . — 1990. 
542 p. :— (Atlas of tumor pathology. Second series ; fasc. 
27) Shipping list no.: 1992-0435-P. @ltem 0310-D 
OCLC 24797807 


2003-17523 D 101.117/4:1 
Non-melanocytic tumors of the skin. — 1991. 
278 p. :— (Atlas of tumor pathology. Third series ; fasc. 1) 
Shipping list no.: 1992-0436-P. @ltem 0310-D 
OCLC 25234502 


2003-17524 D 101.117/4:2 
Melanocytic tumors of the skin . — 1991. 
216 p. :— (Atlas of tumor pathology. Third series ; fasc. 2) 
@ltem 0310-D 
OCLC 25287786 


2003-17525 D 101.146:2003020396 


Perspective from Argentina, Brazil, and Colombia . — [2003] 

— (Building regional security in the Western Hemisphere) 
Contents: Hemispheric security: a perception from the South / Pedro 
Villagra Delgado — Security issues and challenges to regional secu- 
rity cooperation: a Brazilian perspective / Luis Bitencourt — Ideas 
for constructing a new framework of hemispheric security / Henry 
Medina Uribe. @lItem 0307-A-08 (online) GPO abridged cata- 
loging. 

I. Purl: 
52825286 


http://purl.access.gpo.gov/GPO/LPS34737 OCLC 


. — [2003] 


http://purl.access.gpo.gov/GPO/LPS34822 OCLC 


2003-17526 D 101.146:2003020424 
Socio-economic roots of radicalism? — [2003] 
@ltem 0307-A-08 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS34838 
52825690 


2003-17527 D 101.146:2003020428 
Assessing the impact of U.S.-Israeli relations on the Arab world . 
— [2003] 
@ltem 0307-A-08 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS34842 OCLC 
52825992 
2003-17528 D 101.146:2003021408 
Why they fight . — [2003] 
@ltem 0307-A-08 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35591 
52881737 
2003-17529 
Red thrust star . 
@ltem 0307-A-29 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS29320 
47165958 


D 101.147:(DATE) 





ENGINEERS CORPS (ARMY) 
Alexandria, VA 22304 


Orders or requests for publications listed below which are not sold 
by the Supt. of Docs. should be sent to the preparing and issuing 
office indicated. Address requests to the U.S. Army Corps of Engineers 
and add the City and State shown. Publications shown as initiated 
and issued by the Chief of Engineers should be ordered from Office 
of the Chief of Engineers, Publications Depot, 890 Pickett St., Alexan- 
dria, Va. 22304. 


2003-17530 D 103.24/4:R-96-1 
Ethnicity, race, and outdoor recreation . — [1996] 
— (Miscellaneous paper ; R-96-1) @lItem 0334-A-07 (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS34080 OCLC 
52843574 


2003-17531 D 103.24/16:(DATE)B 
Environmental effects of dredging . 
v. : (7 -Sept. 19968: Information exchange bulletin) 
OCLC 10353538 


2003-17532 
Dredging research. 
v. : (1988-7Nov. 19928: Information exchange bulletin) 
OCLC 18517466 


2003-17533 
Dredging research . 
@ltem 0334-A-34 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS33498 OCLC 
52758583 


D 103.24/20:(DATE)B 


D 103.24/20:(V.NO.&NOS.) 


2003-17534 D 103.43:1165-2-316/2000 
Rules and regulations governing public use of Corps of Engineers 
water resources development projects. — [2000] 
1 folded sheet (12 p.) ;— (EP ; 1165-2-316) Shipping list 
no.: 2003-0243-P. @ltem 0338-B @lItem 0338-B (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS34313 OCLC 
52769291 


2003-17535 D 103.122/3:(V.NO.&NOS.)A 
Public works digest . 
@ltem 0337-B-18 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS 12071 
47211909 


OCLC 


ARMY MEDICAL DEPARTMENT 
Defense Dept. 
Washington, DC 20310 


2003-17536 D 104.2:V 55 
Vendetta . — [20037] 
1 v. (various pagings) : 
0351-A 
OCLC 52809751 


Shipping list no.: 2002-0033-S. @lItem 


2003-17537 D 104.6/2:IN 3/2 
A clinical guide to infection control . — [20037] 
36 p.; Shipping list no.: 2003-0240-P. @ltem 0351-C 
OCLC 52741621 


2003-17538 D 104.35:0P 7 
Ophthalmic care of the combat casualty . — 2003. 
xvii, 495 p. :— (Textbooks of military medicine) Shipping 
list no.: 2003-0356-M. @Item 0352-F (MF) S/N 008-023-00123- 
5 (paper copy) 
OCLC 52870735 


Government Publications — November 2003 


ARMY COMMAND AND GENERAL STAFF 
COLLEGE 
Defense Dept. 
Fort Leavenworth, KS 66627 


2003-17539 D 110.2:B 86 
Buffalo soldiers at Fort Leavenworth in the 1930s and early 1940s 
. — [1991] 
ili, 54 p. : Shipping list no.: 2003-0213-P. @lItem 0359-C 
@ltem 0359-C (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS35597 OCLC 
23941190 
2003-17540 D 110.2:W 23/2 
Envisioning future warfare . — 1995. 
vi, 67 p.: @lItem 0359-C 
OCLC 32166793 


MILITARY HISTORY CENTER 
Defense Dept. 
Washington, DC 20315 


2003-17541 D 114.2:N 73/2003 
The story of the Noncommissioned Officer Corps . 
2003. 
xvii, 349 p. :— (CMH pub ; 70-38-1) 
0252-P. @lItem 0344 
OCLC 51637722 


2003-17542 D 114.7:C 42/V.3/2003 
The Chemical Warfare Service . — 2003. 
xvii, 697 p. :— (United States Army in World War II. The 
Technical Services) Shipping list no.: 2003-0034-S. @lItem 0345 
OCLC 52826595 


— Rev. ed. — 


Shipping list no.: 2003- 


NAVAL OPERATIONS OFFICE 
Defense Dept. 
Washington, DC 20390 


2003-17543 D 207.6/2:SCI(DATE) 
Science and technology requirements guidance (STRG) . 
v.: @Item 0399-C (MF) 
OCLC 43303999 


2003-17544 
All hands . 
@ltem 0401 (online) S/N 708-009-00000-8 


L. Purl: http://purl.access.gpo.gov/GPO/LPS1610 OCLC 
44432267 


D 207.17:(DATE)B 


CHIEF OF NAVAL RESERVE 
Washington, DC 20350 


2003-17545 D 207.309:(V.NO.&NOS.)A 
Naval reservist news . 
@ltem 0404-P-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS1478 OCLC 
40618938 


NAVAL RESEARCH OFFICE 
Defense Dept. 
Arlington, VA 22217 


2003-17546 D 210.11:(V.NO.&NOS.)B 
Naval research reviews . 
@ltem 0407-C (online) 
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Federal Energy Regulatory Commission — Energy Dept. 


I. Purl: 
47137856 


http://purl.access.gpo.gov/GPO/LPS3203 OCLC 


MARINE CORPS (NAVY) 
Defense Dept. 
Washington, DC 20380 


2003-17547 D 214.2:C 28/(DATE)A 
Marine Corps University, Command and Staff College catalog. 
v. @ltem 0383 
OCLC 39069866 
2003-17548 
Marines . 
@ltem 0384-A-01 (online) 
I. Purl: 
44799084 


2003-17549 D 214.37:(DATE) 
Marine Corps University, Command and Staff College catalog . 
@ltem 0383-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34596 
52871487 


D 214.24:(DATE)B 


S/N 708-036-00000-5 
http://purl.access.gpo.gov/GPO/LPS1555 OCLC 


NAVAL HISTORICAL CENTER 
Washington, DC 20350 


D 221.2:R 13 
Sea raiders of the American Revolution . — 2003. 
ix, 73 p. : Shipping list no.: 2003-0256-P. @ltem 0415-D- 
04 S/N 008-046-00202-9 
OCLC 51978018 


AIR FORCE DEPARTMENT 
Defense Dept. 
Washington, DC 20330 


2003-17551 D 301.26/6:F 98/ONLINE 
Future war . — [1996] 
@ltem 0422-K (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS30171 
52606552 


2003-17552 D 301.45/19-6:(V.NO.&NOS.)A 
AFOSR technical report summaries . 
v.; @ltem 0422-B (MF) 
OCLC 18335388 


2003-17553 D 301.101:(V.NO.&NOS.) 
Intercom . 
v.: @ltem 0307-A-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 1748 
12310831 


2003-17554 
Intercom . 
@ltem 0307-A-30 (online) 
f Purl: http://purl.access.gpo.gov/GPO/LPS1748 OCLC 
52912954 


2003-17550 


OCLC 


OCLC 


D 301.101:(V.NO.&NOS.)A 


JUDGE ADVOCATE GENERAL OF AIR FORCE 
Air Force Dept. 
Washington, DC 20330 
2003-17555 D 302.2:D 56 
Digest of war and emergency legislation affecting the Department 
of Defense, 2003. — 2003. 
iii, 263 p. ; Shipping list no.: 2003-0376-M. 
OCLC 52871077 


@ltem 0428 (MF) 
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ENERGY DEPARTMENT 
Washington, DC 20585 


2003-17556 E 1.2:2003019581 
Fuel cell report to Congress . — [2003] 
@ltem 0429-A (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS35589 
52889710 


2003-17557 E 1.12/3:(DATE) 
U.S. Department of Energy national telephone directory . 
@ltem 0429-F (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS22461 
50644508 


2003-17558 E 1.20:0146-F 
C.J. Strike project Idaho . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0115-M. 
0429-R (MF) 
OCLC 52123428 


FEDERAL ENERGY REGULATORY 
COMMISSION 
Energy Dept. 
Washington, DC 20426 


2003-17559 E 2.2:S0 8 
South system expansion II project . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0282-M. 
0429-V-04 (MF) 
OCLC 52880850 


2003-17560 
Upper Hudson River projects . 
1 v. (various pagings) : 
0429-V-03 (MF) 
OCLC 50087515 


2003-17561 E 2.11:0140 
Georgia Strait crossing project . — [2002] 
| v. (various pagings) : Shipping list no.: 2002-0529-M. 
0429-V-03 (MF) 
OCLC 51545609 
2003-17562 E 2.11:0140 D 
Georgia Strait Crossing project . — [2001] 
1 v. (various pagings) : Shipping list no.: 2002-0266-M. 
0429-V-03 (MF) 
OCLC 50087490 


2003-17563 


E 2.11:0135 F 
— [2001] 
Shipping list no.: 2002-0266-M. 


E 2.11:0150 F/V.1 


E 2.11:0150 F/V.2/APP. C-O 
Greenbrier Pipeline Project . — [2003] 
2 v.: Shipping list no.: 2003-0330-M. @ltem 0429-V-03 (MF) 
OCLC 52861482 


2003-17564 E 2.11:0153 F 
Final environmental impact statement for hydropower licensing . — 
[2003] 
I v. (various pagings) : 
0429-V-03 (MF) 
OCLC 52887904 


2003-17565 E 2.11.2:0150 D 
Greenbrier Pipeline Project . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0147-M. @lItem 
0429-V-03 (MF) 
OCLC 52674760 


Shipping list no.: 2003-0387-M. @Item 





2003-17566 E 2.11/2:0157 D 
Draft environmental impact statement for hydropower license . — 
[2003] 
1 v. (various pagings) : 
0429-V-03 (MF) 
OCLC 52930973 


ENERGY INFORMATION ADMINISTRATION 
Energy Dept. 
Washington, DC 20585 
2003-17567 E 3.37:(DATE) 


Performance profiles of major energy producers . 
v.: @lItem 0435-K @lItem 0435-K (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS6762 OCLC 
07896571 


2003-17568 E 3.37/2:(DATE) 


Performance profiles of major energy producers . 
computer disks ; @lItem 0429-X-15 @ltem 0429-X-15 (online) 
[. Purl: http://purl.access.gpo.gov/GrO/LPS34143 OCLC 
31256639 


BONNEVILLE POWER ADMINISTRATION 
Energy Dept. 
Portland, OR 97208 


2003-17569 E 5.1/3:(DATE) 
Kalispel resident fish project. Annual report . 
@ltem 0606-A-10 (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS31086 OCLC 
52833616 


2003-17570 E 5.1/4:(DATE) 


Kalispel resident fish project, tribal hatchery operations and mainte- 
nance . 
@ltem 0606-A-11 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31077 OCLC 
52832149 


NATIONAL RENEWABLE ENERGY 
LABORATORY @NL® Energy Dept. @NL® 
Golden, CO 80401 


2003-17571 E 9.2:2003017802 
Small wind electric systems . — Rev. Oct. 2002. — 2002. 
@ltem 0430-P (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34335 OCLC 
52777812 


Shipping list no.: 2003-0330-M. @lItem 


EDUCATION DEPARTMENT 
Washington, DC 20202 


2003-17572 ED 1.1/3:(DATE) 
The national education goals report. 
v.: @lItem 1089-A-02, 0455-B-02, 0455-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS2713 If. Purl: http:/ 
/purl.access.gpo.gov/GPO/LPS35550 OCLC 24491339 


2003-17573 ED 1.1/3:(DATE)B 


Data for the national education goals report. Volume 1, National data. 
v.: @ltem 0455-B-02 @ltem 0455-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35554 OCLC 
31693514 


2003-17574 ED 1.1/3:(DATE)C 


Data for the national education goals report. Volume 2, State data. 
v.: @ltem 0455-B-02 @ltem 0455-B-02 (online) 


Government Publications — November 2003 


I. Purl: 
31693526 


http://purl.access.gpo.gov/GPO/LPS35555 OCLC 


2003-17575 ED 1.1/3:(DATE)D 
Data volume for the national education goals report. 
v.: @lItem 0455-B-02 @ltem 0455-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS2713 II. Purl: http:/ 
/purl.access.gpo.gov/GPO/LPS35564 OCLC 40726419 


2003-17576 ED 1.1/3:(DATE)E 
The national education goals report. Executive summary. 
2v.: @ltem 0455-B-02 @ltem 0455-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35569 OCLC 
33943558 


2003-17577 ED 1.1/3:(DATE)F 
The national education goals report. Summary. 
v.; @lItem 0455-B-02 @ltem 0455-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35570 OCLC 
37907758 


2003-17578 ED 1.1/3-2:(DATE) 
The national education goals report . 


computer laser optical discs ; @ltem 0455-N-09 
OCLC 34158770 


2003-17579 ED 1.2:B 96/3/2002 
Doing business with the U.S. Department of Education . 
@ltem 0455-B-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35702 OCLC 
52907704 


— (2002) 


2003-17580 ED 1.2:G 76/12 


New application for grants under certain direct grant programs . — 
[1995] 
1 v. (various pagings) : 
0455-B-02 (MF) 
OCLC 37427986 


Shipping list no.: 97-0112-M. @ltem 


2003-17581 ED 1.8:ST 9/7/((DATE) 
A guide to SARs & ISIRs . 
@ltem 0461-B-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS358 11 
52932380 


OCLC 


2003-17582 ED 1.45:(DATE) 
High school counselor’s handbook . 
@ltem 0461-B-01 (online) 
Le Purl: http://purl.access.gpo.gov/GPO/LPS34158 OCLC 
52753098 


2003-17583 ED 1.45:(DATE)A 
The high school counselor’s handbook. 
v.: @Item 0461-B-01 
I. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34158 
OCLC 38285195 


2003-17584 
Focus. 
v.; @ltem 0455-B-10 
OCLC 23026068 


ED 1.49/2-2:(NOS.) 





Elementary and Secondary Education Office — Education Dept. 


NATIONAL CENTER FOR EDUCATIONAL 
STATISTICS 
Education Dept. 
Hyattsville, MD 20782 


2003-17585 ED 1.137:(DATE) 
Public school student, staff, and graduate counts by state—school 
year .. 
(71993-948-1999-2000: Statistics in brief) @lItem 0455-G-21 (on- 
line) 
L. Purl: 
52862935 


http://purl.access.gpo.gov/GPO/LPS 19351 OCLC 


2003-17586 ED 1.138:(DATE) 
Selected papers in school finance . 
@ltem 0466-A-08 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS757 OCLC 52892141 


2003-17587 ED 1.139:(Date) 
Developments in school finance . 
@ltem 0461-D-28 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS6180 OCLC 
52889832 


EDUCATIONAL RESEARCH AND 
IMPROVEMENT OFFICE 
Education Dept. 
Washington, DC 20208 


ERIC documents may be ordered in microfiche or paper copy from 
the ERIC Document Reproduction Service (EDRS), 3900 Wheeler 
Avenue, Alexandria, VA 22304. (800) 227-3742. To obtain an order 
form, contact EDRS or consult any issue of Resources in Education 


(RIE) . 
2003-17588 ED 1.310/2:(DATE) 
A guide to ... SARs & ISIRs . 


v.: @ltem 0466-A-03 (MF) 
OCLC 46870638 


2003-17589 ED 1.310/2:(DATE)A 
Selected papers in school finance . 
v.: @ltem 0466-A-03 (MF) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS757 OCLC 12113856 


2003-17590 ED 1.310/2:(DATE)D 
Promising practices . 
v. : @ltem 0455-B-02 @lItem 0455-B-02 (online) @ltem 
0466-A-03 @ltem 0466-A-03 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS28979 II. Purl: http:/ 
/purl.access.gpo.gov/GPO/LPS35607 OCLC 41984464 
2003-17591 ED 1.310/2:(NOS.) DI 
Directory of national information sources on disabilities . 
v.; @ltem 0466-A-03 (MF) 
OCLC 46737559 
2003-17592 
Pocket projections . 
v.; @ltem 0466-A-03 (MF) 
I. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS9908 
OCLC 46377623 
2003-17593 ED 1.326:(DATE) 
Digest of education statistics. 
v. : (1975-1979: DHEW publication 
D-09, 0461-D-09 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS6878 OCLC 
03133477 


ED 1.310/2:(NOS.)A 


; no. (NCES)) @ltem 0461- 
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2003-17594 
Youth indicators . 
@ltem 0461-D-05 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 18168 
49782620 


ED 1.327:(DATE) 


2003-17595 
Youth indicators. 
v.: @lItem 0461-D-05 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 18168 
18436512 


ED 1.327:(DATE)A 


2003-17596 ED 1.328/5:P 94/10/(DATE) 
State profiles of public elementary and secondary education . 
v. : (-71987/888: Survey report / National Center for Education 
Statistics) @lItem 0455-G-09 (MF) 
I. Purl: Current issue: http://purl.access.gpo.gov/GPO/LPS35829 
OCLC 34158307 


2003-17597 ED 1.328/5:UN 2/(DATE) 
Profile of undergraduates in U.S. postsecondary education institutions 
vy. : (Statistical analysis report / National Center for Education 
Statistics) @lItem 0455-G-09 (MF) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS17711 
40456222 


OCLC 


2003-17598 ED 1.335/2:1/2 
The 1994 NAEP teacher background questionnaire. — [1994] 
1 folded sheet (6 p.) ;— (Focus on NAEP ; v. 1, no. 2) Ship- 
ping list no.: 94-0370-P. @lItem 0455-G-11 
L. Purl: http://purl.access.gpo.gov/GPO/LPS33005 OCLC 
31807890 


2003-17599 ED 1.335/3:(DATE) 
The NAEP ... technical report . 
(Nation’s report card) @lItem 0455-G-13 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34328 
52777285 


2003-17600 ED 1.335/3:(DATE)A 
The NAEP ... technical report . 
v. ; (Nation’s report card) @lItem 0455-G-13 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34328 
27437838 


2003-17601 ED 1,346:(V.NO.&NOS.) 
Early childhood research & policy briefs. Briefs. 
v.; @ltem 0461-D-18 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3549 
38023456 


ELEMENTARY AND SECONDARY EDUCATION 
OFFICE 
Education Dept. 
Washington, DC 20202 


2003-17602 ED 1.410:(DATE) 
Application for grant . 
@item 0461-H-O1 (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS35568 OCLC 
52924904 


2003-17603 


Application for grants . 
v.: @lItem 0461-H-01 (MF) 
OCLC 38493395 


ED 1.410:(DATE)A 





ENVIRONMENTAL PROTECTION AGENCY 
Washington, DC 20460 


2003-17604 EP 1.1/13:(DATE) 
Progress report . 
@ltem 0431-J-27 (online) 
i Purl: http://purl.access.gpo.gov/GPO/LPS35412 OCLC 
52890628 


2003-17605 EP 1.2:R 49/15 
Risk communication in action . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0268-M. @lItem 
0431-I-01 (MF) @lItem 0431-I-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35599 OCLC 
52632413 


2003-17606 EP 1.2:2003008770 
A framework for assessing and reporting on ecological condition . 
— [2002] 
@ltem 0431-I-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34032 OCLC 
52809744 


2003-17607 EP 1.2:2003016200 
EPA’s green future for laboratories . — [2003] 
@ltem 0431-I-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34804 
52824324 


2003-17608 EP 1.2:2003018622 
Ion chromatographic determination of perchlorate . — [2001] 
@ltem 0431-I-01 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS33776 
52789312 


2003-17609 EP 1.2:2003018623 
Characterizing the effect of chlorine and chloramines on the formation 
of biofilm in a simulated drinking water distribution system . — 
[1999] 
@ltem 0431-I-01 (online) 
i Purl: http://purl.access.gpo.gov/GPO/LPS33787 OCLC 
52789596 


2003-17610 EP 1.2:2003018630 
National coastal condition report . — [2001] 
@ltem 0431-I-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33795 OCLC 
52807450 


2003-17611 EP 1.2:2003019363 
Assessment and management of toxics in the watershed . — [2003] 
@ltem 0431-I-01 (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS34029 OCLC 
52739802 


2003-17612 EP 1.2:2003019929 
Montgomery County, Maryland, uses biological monitoring to better 
understand and manage watersheds . — [2002] 
@ltem 0431-I-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35726 OCLC 
52908900 


2003-17613 EP 1.8:C 43 
Child-specific exposure factors handbook . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0356-M. @lItem 
0431-K (MF) @Item 0431-K (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS35390 OCLC 
52870862 


201-068 D-SIG 2 
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2003-17614 EP 1.8:2003018966 
Operating and maintaining underground storage tank systems . 
[2000] 
@ltem 0431-K (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34115 OCLC 
52733614 


2003-17615 
Access EPA. 
v.; @Item 0431-K 
I. Purl: http://purl.access.gpo.gov/GPO/LPS558 OCLC 24771439 


2003-17616 EP 1.17:(DATE) 
Municipal solid waste in the United States . 
@ltem 0431-1-07 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34427 
52802696 


EP 1.8/13:AC 2/(DATE) 


2003-17617 EP 1.17:(DATE)A 
Characterization of municipal solid waste in the United States 

v.: @Item 0431-1-07 (MF) 

I. Purl: http://purl.access.gp OCLC 32152334 
2003-17618 
Reusable news . 

@ltem 0431-1-07 (online) 


IL. Purl: http://purl.access.gpo.gov/GPO/LPS4667 
40547100 


EP 1.17/5:(DATE) 


2003-17619 
Reusable news. 
v.: @Item 0431-I-07 
I. Purl: http://purl.access.gpo.gov/GPO/LPS4667 
22389548 


EP 1.17/5:(DATE)A 


2003-17620 EP 1.89/4-4:(DATE)A 
Annual report to Congress . 
v.; @ltem 0431-L-17 (MF) 
I. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS 10624 
OCLC 38270026 


2003-17621 EP 1.104:B 35/CD 
Time-relevant beach and recreational water quality monitoring and 
reporting . — [2003] 
1 CD-ROM : Shipping list no.: 2003-0029-E. @ltem 0431- 
R @ltem 0431-R (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35835 OCLC 
52938512 


2003-17622 
CEPPO on CD . 
CD-ROMs ; @lItem 0431-R 


I. Purl: CEPPO homepage http://www.epa.gov/ceppo/ OCLC 
49693981 


EP 1.104:C 42/2/(DATE) 


2003-17623 EP 1.104:EN 8/3/DRAFT 
EPA’s draft report on the environment & draft report on the environ- 
ment technical document 2003 . [2003] 
1 CD-ROM : Shipping list no.: 2003-0028-E. @ltem 0431- 
R @ltem 0431-R (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35820 OCLC 
52801451 


2003-17624 EP 1.104:IN 2/2/CD 
Guide for industrial waste management . 2003. 
1 CD-ROM : Shipping list no.: 2003-0027-E. @ltem 0431- 
R @ltem 0431-R (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS35836 OCLC 
52759035 
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Chemical Emergency Prepardeness and Prevention, Office of — Environmental Protection Agency 


AIR AND RADIATION 
Environmental Protection Agency 
Research Triangle Park, NC 27711 


EP 4.8:SU 7/4/2003 
— [2003] 
Shipping list no.: 2003-0255-P. @ltem 0483-E- 


2003-17625 
The SunWise School Program guide . 
im, 32. pp : 

02 
OCLC 52870639 


AIR QUALITY PLANNING AND STANDARDS, 
Office of 
Environmental Protection Agency 
Washington, DC 20460 


2003-17626 EP 4.52:EC 7/14/2003 
Economic impact analysis of the refractory product manufacturing 
NESHAP, final rule . — [2003] 
@ltem 0483-E-22 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34156 OCLC 
52743120 


2003-17627 EP 4.52:2003018945 
Economic impact analysis of the clay ceramics manufacturing NESHP 
. — [2003] 
@ltem 0483-E-22 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34031 
52739740 


OCLC 


CHEMICAL EMERGENCY PREPARDENESS 
AND PREVENTION, Office of 
Environmental Protection Agency 

Washington, DC 20460 


2003-17628 EP 10.102:2003016653 
Perchlorate update . [2002] 
@ltem 0431-X-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS32842 OCLC 
52817865 


2003-17629 EP 10.102:2003016655 


Primer seminario hispano-estadounidense de terrenos contaminados . 
[2002] 
@ltem 0431-X-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS32843 OCLC 
$2817927 


2003-17630 EP 10.102:2003016656 


Remediation system evaluations and optimization of pump and treat 
projects . [2001] 
@ltem 0431-X-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS32844 OCLC 
52817901 


2003-17631 EP 10.102:2003016658 


The triad approach to better cleanup projects . [2001] 
@ltem 0431-X-01 (online) 
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52862742 





General Accounting Office 


2003-17941 GA 1.13:GAO-02-880 
Child labor . — [2002] 
@ltem 0546-D (online) 
& Purl: http://purl.access.gpo.gov/GPO/LPS3 1932 
52887556 


2003-17942 GA 1.13:GAO-02-887 
Charitable choice . — [2002] 
@ltem 0546-D (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS31748 
52891445 


2003-17943 GA 1.13:GAG-02-894 
Child care . — [2002] 
@ltem 0546-D (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS3 1682 
52926147 
2003-17944 GA 1.13:GAO-02-897 
Child care . — [2002] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31753 
52882721 
2003-17945 GA 1.13:GAO-02-913 
Electronic transfers . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31744 
52895017 


2003-17946 GA 1.13:GAO-02-925 
Worker protection . — [2002] 
@ltem 0546-D (online) 
I Purl: http://purl.access.gpo.gov/GPO/LPS3 1984 
52883801 


2003-17947 GA 1.13:GAO-02-938 
Weekend settlement . — [2002] 
@ltem 0546-D (online) 
I Purl: http://purl.access.gpo.gov/GPO/LPS32008 
52928755 


2003-17948 GA 1.13:GAO-02-939 
Federal Reserve System . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1693 
52891045 


2003-17949 GA 1.13:GAO-02-941 
Catastrophe insurance risks . — [2002] 
@ltem 0546-D (online) 
L. Purl http://purl.access.gpo.gov/GPO/LPS32018 
52883477 


2003-17950 GA 1.13:GAO-02-943 
Private pensions . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31766 
52863413 
2003-17951 GA 1.13:GAO-02-958 
Food and Drug Administration . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1696 
52890877 
2003-17952 GA 1.13:GAO-02-963 
Medicare hospital payments . — [2002] 
@ltem 0546-D (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS3 1907 
52890324 


Page 38 


2003-17953 GA 1.13:GAO-02-1003 
Military operations . — [2002] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1908 
52887773 


2003-17954 GA 1.13:GAO-02-1017 
VA and Defense health care . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1953 
52887671 


2003-17955 GA 1.13:GAO-02-1020 
Space transportation . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS3 1698 
51585886 


2003-17956 GA 1.13:GAO-02-1021 
Combating terrorism . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1757 
52863553 


2003-17957 GA 1.13:GAO-02-1041 
Purchase cards . — [2002] 
@ltem 0546-D (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS3 1949 
52862921 
2003-17958 GA 1.13:GAO-02-1058 
Information management . — [2002] 
@item 0546-D (online) 
: Purl: http://purl.access.gpo.gov/GPO/LPS3 1902 
52890609 


2003-17959 GA 1.13:GAO-02-1068 
Financial audit . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1887 
52922506 


2003-17960 GA 1.13:GAO-02-1073 
Defense budget . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1937 
52925694 


2003-17961 GA 1.13:GAO-02-1085 R 
Department of Commerce . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1864 
52887726 


2003-17962 GA 1.13:GAO-02-1130 
Proteccion del trabajador . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1983 
52883747 


2003-17963 GA 1.13:GAO-03-2 
Human capital . — [2002] 
@ltem 0546-D (online) 
i. Purl: http://purl.access.gpo.gov/GPO/LPS3095 1 
52880914 


2003-17964 GA 1.13:GA0-03-3 
United States Postal Service . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1580 
52847748 





2003-17965 GA 1.13:GAO-03-3 
United States Postal Service . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1580 
52847748 


2003-17966 GA 1.13:GAO-03-4 
World Trade Organization . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1843 
52847178 


2003-17967 GA 1.13:GAO-03-5 
Chemical weapons . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1556 
52839638 


2003-17968 GA 1.13:GA0-03-6 
Higher education . — [2002] 
@item 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS30920 
52931429 


2003-17969 GA 1.13:GAO-03-7 
Telecommunications . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1209 
52915851 


2003-17970 GA 1.13:GAO-03-8 
Building security . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1260 
52905610 


2003-17971 GA 1.13:GAO-03-9 
Managing for results . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30938 
52933297 


2003-17972 GA 1.13:GAO-03-13 
Quadrennial Defense Review . — [2002] 
@ltem 0546-D (online) 
i. Purl: http://purl.access.gpo.gov/GPO/LPS3 1218 
$2915732 


2003-17973 GA 1.13:GAO-03-14 
Combating terrorism . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS31219 
52786827 
2003-17974 GA 1.13:GAO-03-15 
Combating terrorism . — [2002] 
@ltem 0546-D (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS3 1558 
52839901 


2003-17975 GA 1.13:GAO-03-17 
Defense management . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS3 1574 
52840230 


2003-17976 GA 1.13:GAO0-03-19 
DOD overseas schools . — [2002] 
@ltem 0546-D (online) 
a Purl: http://purl.access.gpo.gov/GPO/LPS30905 
52875989 


Government Publications — November 2003 


2003-17977 GA 1.13:GAO-03-20 
Defense infrastructure . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31303 OCLC 
52847842 


2003-17978 GA 1.13:GAO-03-21 
Army logistics . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31302 OCLC 
52785838 


2003-17979 GA 1.13:GAO-03-22 
Aviation safety . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30386 OCLC 
52642024 


2003-17980 GA 1.13:GAO-03-23 
Endangered species . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30942 OCLC 
52931833 


2003-17981 GA 1.13:GAO-03-24 R 
Homeland security . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS31623 OCLC 
52896613 


2003-17982 GA 1.13:GA0-03-26 R 
U.S. Postal Service actions to improve its financial reporting . 
[2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31205 OCLC 
52921059 


2003-17983 GA 1.13:GAO-03-27 
Airport finance . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31573 OCLC 
52840143 


2003-17984 GA 1.13:GAO-03-32 
Information technology services . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS30787 OCLC 
$2891342 


2003-17985 GA 1.13:GA0-03-33 
Information technology . — [2002] 
@ltem 0546-D (online) 
IL. Purl: http://purl.access.gpo.gov/GPO/LPS31265 OCLC 
52786732 


2003-17986 GA 1.13:GAO-03-38 
Border security . — [2002] 
@ltem 0546-D (online) 
FE: Purl: http://purl.access.gpo.gov/GPO/LPS31106 OCLC 
52904050 
2003-17987 GA 1.13:GAO-03-39 
Business tax incentives . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30914 OCLC 
52931340 
2003-17988 GA 1.13:GAO0-03-40 
2000 census . — [2002] 
@ltem 0546-D (online) 





General Accounting Office 


I. Purl: 
52786364 


2003-17989 GA 1.13:GAO-03-41 
2000 census . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1238 
52786132 


2003-17990 GA 1.13:GAOQ-03-42 
Financial management . — [2002] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31575 
52847117 


2003-17991 GA 1.13:GAO-03-43 
Nonproliferation . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS3 1548 
52847414 
2003-17992 GA 1.13:GAO0-03-45 
Workplace safety and health . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31 127 
52898819 
2003-17993 GA 1.13:GAO-03-47 
Intellectual property . — [2002] 
@ltem 0546-D (online) 
I. Purl http://purl.access.gpo.gov/GPO/LPS 31275 
52782855 
2003-17994 GA 1.13:GAO-03-49 
Air pollution . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1297 
52905379 
2003-17995 GA 1.13:GAO0-03-50 R 
IRS and terrorist-related information sharing . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31560 
52887572 
2003-17996 GA 1.13:GAO0-03-51 
Electronic warfare . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31089 
52933904 
2003-17997 GA 1.13:GAO-03-52 
Defense acquisitions . — [2002] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1065 
52899140 
2003-17998 
Small Business Administration 
@liem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 31232 
52786070 
2003-17999 GA 1.13:GAO-03-88 
September 11 . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31231 
52785997 
2003-18000 GA 1.13:GAO-03-91 
Public housing . — [2002] 
@ltem 0546-D (online) 


http://purl.access.gpo.gov/GPO/LPS31256 


GA 1.13:GA0-03-54 
. —[2002] 
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OCLC 


I. Purl: 
52918595 


2003-18001 GA 1.13:GAO-03-92 
Environmental protection . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1264 
52915613 


2003-18002 GA 1.13:GAO-03-130 
Telecommunications . — [2002] 

@ltem 0546-D (online) 

fi Purl: http://purl.access.gpo.gov/GPO/LPS3 1577 
52887638 

2003-18003 GA 1.13:GAO-03-135 
Information technology . — [2002] 

@ltem 0546-D (online) 


i, Purl: http://purl.access.gpo.gov/GPO/LPS31119 
52898973 


2003-18004 GA 1.13:GAO-03-136 
VA health care . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30012 
52896293 
2003-18005 GA 1.13:GAO-03-141 
Air traffic control . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1258 
52786518 
2003-18006 GA 1.13:GAO-03-143 
Tax administration . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31 122 
52782835 


2003-18007 GA 1.13:GAO-03-144 
Electronic government . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30435 
52882021 
2003-18008 GA 1.13:GAO-03-145 
VA health care . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30014 
52862439 
2003-18009 GA 1.13:GAO0-03-149 
Military personnel . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1096 
52788049 
2003-18010 GA 1.13:GAO-03-149 
Military personnel . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1096 
52788049 
2003-18011 GA 1.13:GAO-03-150 
Defense acquisitions . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1630 
52840369 
2003-18012 GA 1.13:GAO-03-151 R 
Medicare financial management . — [2002] 
@ltem 0546-D (online) 


http://purl.access.gpo.gov/GPO/LPS3 1187 





I. Purl: 
52897325 


2003-18013 
Coast Guard . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31208 OCLC 
52787782 


2003-18014 GA 1.13:GAO-03-156 
Human capital management . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30724 OCLC 
52390544 


2003-18015 GA 1.13:GAO-03-157 
HUD management . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31170 OCLC 
52848572 


2003-18016 GA 1.13:GAO-03-158 R 
Postal Service employee workers’ compensation claims not always 
processed timely, but problems hamper complete measurement . 
— [2002] 
@ltem 0546-D (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS30752 OCLC 
52922778 


http://purl.access.gpo.gov/GPO/LPS31276 OCLC 


GA 1.13:GAO0-03-155 


2003-18017 GA 1.13:GA0-03-159 
Individual fishing quotas . — [2002] 
@ltem 0546-D (online) 


:. Purl: http://purl.access.gpo.gov/GPO/LPS30923 OCLC 
52875958 


2003-18018 GA 1.13:GAO-03-161 
VA health care . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31210 OCLC 
52787 106 


2003-18019 GA 1.13:GAO-03-163 
Government contracting . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31172 OCLC 
52882528 


2003-18020 GA 1.13:GAO-03-164 
Aviation infrastructure . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30021 
52130369 


2003-18021 GA 1.13:GAO-03-166 R 
National Park Service . — [2002] 
@ltem 0546-D (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS31177 OCLC 
52848166 


2003-18022 GA 1.13:GAO-03-168 
Military treatment facilities . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31546 OCLC 
52847508 


2003-18023 GA 1.13:GAO-03-169 
Travel cards . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31609 OCLC 
52840535 


OCLC 


Government Publications — November 2003 


2003-18024 GA 1.13:GAO-03-170 
Combating terrorism . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1087 
52875818 


2003-18025 
Youth illicit drug use prevention 
@item 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS 30362 
52882891 
2003-18026 GA 1.13:GAO-03-173 
Critical infrastructure protection . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30025 
52204235 


2003-18027 GA 1.13:GAO-03-174 
Technology assessment . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS31 197 
52787210 
2003-18028 GA 1.13:GA0-03-176 
Skilled nursing facilities . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1200 
52787645 
2003-18029 GA 1.13:GA0-03-177 
Prescription drugs . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS3 1482 
52847571 
2003-18030 
Medicare physician payments 
@ltem 0546-D (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS3 1563 
52840815 
2003-18031 GA 1.13:GA0-03-180 
Medicarechoice . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1278 
52784344 
2003-18032 GA 1.13:GAO-03-182 
Bone marrow transplants . — {2002} 
@item 0546-D (online) 
ayy: Purl: http://purl.access.gpo.gov/GPO/LPS3 1562 
52847657 
2003-18033 GA 1.13:GAO-03-183 
Skilled nursing facilities . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30734 
52881447 


2003-18034 
Medicare . — [2003] 
@item 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS30394 
52882175 


2003-18035 GA 1.13:GAO-03-187 
Nursing homes . — [2002] 
@ltem 0546-D (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS31289 OCLC 
51033156 


GA 1.13:GA0-03-172 R 
. —[2003] 


GA 1.13:GA0-03-179 
— [2002] 


GA 1.13:GAO0-03-184 
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2003-18036 GA 1.13:GAO0-03-188 
Homeland security . — [2002] 

@ltem 0546-D (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS31 137 
52782800 

2003-18037 GA 1.13:GAO-03-189 
Marijuana . — [2002] 

@ltem 0546-D (online) 


2 Purl: http://purl.access.gpo.gov/GPO/LPS3 1227 
52785928 


2003-18038 GA 1.13:GAO-03-190 
Transportation Security Administration . — [2003] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS30318 
52882423 


2003-18039 GA 1.13:GAOQ-03-191 
Health insurance . — [2002] 
@item 0546-D (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS3 1487 
52840640 
2003-18040 GA 1.13:GAO-03-192 SP 


Highlights of a GAO roundtable . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31655 
52839556 
2003-18041 GA 1.13:GAO-03-196 
Federal employees’ health benefits . — [2003] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS30389 
52882094 
2003-18042 GA 1.13:GA0-03-204 
Welfare reform . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1054 
52881097 
2003-18043 GA 1.13:GAO-03-205 
Postal Service . — [2003] 
@ltem 0546-D (online) 
a Purl: http://purl.access.gpo.gov/GPO/LPS2993 1 
52875773 
2003-18044 GA 1.13:GAQ-03-206 
U.S. coins . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS30795 
52875931 
2003-18045 GA 1.13:GAO-03-210 
Welfare reform . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31052 
52881184 
2003-18046 GA 1.13:GAO-03-211 R 
Transboundary species . — [2002] 
@ltem 0546-D (online) 
i: Purl: http://purl.access.gpo.gov/GPO/LPS31296 
52897258 
2003-18047 GA 1.13:GAO-03-213 
Fiscal exposures . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30240 
52925023 
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2003-18048 GA 1.13:GAO-03-214 
Defense management . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30705 OCLC 
52881971 
2003-18049 GA 1.13:GAO-03-215 R 
Benefits and costs of the Debt Relief Enhancement Act of 2002 
. — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31599 OCLC 
52896546 
2003-18050 GA 1.13:GAO-03-218 
IRS contracting . — [2002] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30932 
52875830 
2003-18051 GA 1.13:GAO-03-219 
Long-term commitments . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30251 
52204163 
2003-18052 GA 1.13:GAO-03-221 R 
United States Coast Guard . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31235 
52896944 
2003-18053 GA 1.13:GAO-03-223 R 
New markets tax credit . — [2002] 
@item 0546-D (online) 
i: Purl: http://purl.access.gpo.gov/GPO/LPS3 1047 
52896897 
2003-18054 GA 1.13:GAQ-03-225 
Performance and accountability . — [2002] 
@ltem 0546-D (online) 
ie Purl: http://purl.access.gpo.gov/GPO/LPS3 1293 
52785761 
2003-18055 GA 1.13:GAO-03-227 
Decennial census . — [2003] 
@ltem 0546-D (online) 
: Purl: http://purl.access.gpo.gov/GPO/LPS30300 
52882600 
2003-18056 GA 1.13:GAO-03-229 
Electronic government . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31110 
52904296 
2003-18057 GA 1.13:GAO0-03-230 
Contract management . — [2003] 
@ltem 0546-D (online) 
: Purl: http://purl.access.gpo.gov/GPO/LPS30293 
52898041 
2003-18058 GA 1.13:GAO-03-231 
Architect of the Capitol . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30276 
52897478 
2003-18059 GA 1.13:GAQ-03-232 SP 
GAO’s agency protocols . — [2002] 
@item 0546-D (online) 





I. Purl: 
52933761 


2003-18060 GA 1.13:GA0-03-237 
Military personnel . — [2002] 
@item 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31055 OCLC 
52930719 


2003-18061 GA 1.13:GAO0-03-242 R 
Information on the number of small business set-asides issued and 
successfully challenged . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31223 OCLC 
52897131 


2003-18062 GA 1.13:GAO0-03-253 
Aviation security . — [2002] 
@ltem 0546-D (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS3 1099 
52899256 


2003-18063 GA 1.13:GAO-03-255 
NATO enlargement . — [2002] 
@ltem 0546-D (online) 


E. Purl: http://purl.access.gpo.gov/GPO/LPS31181 
52898550 


2003-18064 GA 1.13:GAO-03-257 R 
Military housing . — [2003] 

@ltem 0546-D (online) 

E. Purl: http://purl.access.gpo.gov/GPO/LPS30427 
52930272 

2003-18065 GA 1.13:GAO-03-258 
Managing for results . — [2002] 

@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS30939 
52933385 


2003-18066 GA 1.13:GAO-03-261 R 
Veterans Affairs . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1216 
52786977 


2003-18067 GA 1.13:GAO-03-261 R 
Veterans Affairs . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1216 
52786977 


2003-18068 GA 1.13:GAO-03-262 R 
Tobacco settlement . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1057 
52930901 


2003-18069 GA 1.13:GAO0-03-264 R 


Human capital legislative proposals to NASA’s fiscal year 2003 au- 
thorization bill . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31174 OCLC 
52898367 


2003-18070 GA 1.13:GAO-03-265 R 
DOD user fees . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31262 OCLC 
52896837 


http://purl.access.gpo.gov/GPO/LPS31078 OCLC 


Government Publications — November 2003 


2003-18071 GA 1.13:GA0-03-267 
U.S. Postal Service . — [2002] 
@ltem 0546-D (online) 
IL. Purl: http://purl.access.gpo.gov/GPO/LPS31188 
52918570 
2003-18072 GA 1.13:GAO-03-268 R 
Department of Education . — [2002] 
@ltem 0546-D (online) 
IL. Purl: http://purl.access.gpo.gov/GPO/LPS3 1129 
52898727 
2003-18073 GA 1.13:GAO-03-269 R 
Purchases of degrees from diploma mills . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31 138 
52898213 
2003-18074 GA 1.13:GAO-03-272 
Combating child pornography . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3 1059 
52930627 
2003-18075 GA 1.13:GA0-03-273 G 
Assessing the reliability of computer-processed data . — [2002] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31851 
52890233 
2003-18076 GA 1.13:GAO0-03-275 
Defense budget . — [2003] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30028 
52925903 
2003-18077 GA 1.13:GAO-03-276 R 
Waste management . — [2002] 
@ltem 0546-D (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS3089 | 
52898273 
2003-18078 GA 1.13:GAO0-03-277 
Telecommunications . — [2003] 
@ltem 0546-D (online) 
3 Purl: http://purl.access.gpo.gov/GPO/LPS30006 
52390414 
2003-18079 
2000 census . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30055 
52875799 
2003-18080 GA 1.13:GAQ-03-288 R 
Mine Safety and Health Administration . — [2002] 
@item 0546-D (online) 
if Purl: http://purl.access.gpo.gov/GPO/LPS3 1085 
52933509 
2003-18081 GA 1.13:GAO-03-292 
Purchase cards . — [2002] 
@item 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30753 
52898156 
2003-18082 GA 1.13:GAO-03-293 SP 
Highlights of a GAO forum . — [2002] 
@ltem 0546-D (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS3 1195 
52918729 


OCLC 


GA 1.13:GAO-03-287 





General Accounting Office 


2003-18083 GA 1.13:GAO-03-294 R 
Relocation of Space Shuttle major modification work . 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31080 OCLC 
52933593 
2003-18084 GA 1.13:GAO-03-312 R 
Library of Congress . — [2003] 
@ltem 0546-D (online) 
by Purl: http://purl.access.gpo.gov/GPO/LPS30275 OCLC 
52924775 
2003-18085 GA 1.13:GAO-03-315 R 
Homeland security . — [2002] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS31116 OCLC 
52899437 


2003-18086 GA 1.13:GAO-03-318 R 
Minimizing inappropriate levies in IRS’s Federal Payment Levy Pro- 
gram . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30442 OCLC 
52896483 
2003-18087 GA 1.13:GAO-03-319 R 
Drug control . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30414 
52928993 
2003-18088 GA 1.13:GAO-03-324 R 
Missile defense . — [2003] 
@ltem 0546-D (online) 
ff Purl: http://purl.access.gpo.gov/GPO/LPS30226 OCLC 
52886593 
2003-18089 GA 1.13:GAQ-03-325 G 
Maintaining effective control over employee time and attendance re- 
porting . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30590 OCLC 
52934063 
2003-18090 GA 1.13:GA0-03-326 
VA health care . — [2003] 
@ltem 0546-D (online) 
a Purl: http://purl.access.gpo.gov/GPO/LPS30218 OCLC 
52895096 
2003-18091 GA 1.13:GAO-03-330 
Commercial aviation . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30283 OCLC 
52897945 
2003-18092 GA 1.13:GAOQ-03-341 R 
Cooperative Threat Reduction program annual report . — [2002] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS31062 OCLC 
52904213 
2003-18093 GA 1.13:GA0-03-350 
Older workers . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30258 OCLC 
52895138 


2003-18094 
Applying agreed-upon procedures . 
@ltem 0546-D (online) 


— [2002] 


GA 1.13:GAO-03-362 R 
— [2003] 
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I. Purl: http://purl.access.gpo.gov/GPO/LPS30271 
52924621 
2003-18095 GA 1.13:GAO-03-378 
Tax administration . — [2003] 
@ltem 0546-D (online) 
I. Purl: hitp://purl.access.gpo.gov/GPO/LPS30001 
52862245 
2003-18096 GA 1.13:GAO-03-385 
Small Business Administration . — [2003] 
@ltem 0546-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS30062 
52895063 


2003-18097 GA 1.13:GAO-03-390 
Information technology training . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS29908 
51822503 
2003-18098 GA 1.13:GAO-03-391 R 
Proposed revisions to OMB Circular A-76 . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30330 
52928944 
2003-18099 GA 1.13:GAO-03-475 
DOD personnel . — [2003] 
@ltem 0546-D (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS30672 
52875808 
2003-18100 GA 1.13:GAO-03-894 
Energy task force . — [2003] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35730 
52912246 
2003-18101 GA 1.13:GGD-97-110 
Federal Offenders . — [1997] 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 13243 
45737266 
2003-18102 
Federal workforce . — [1999] 
56 p. : Shipping list no.: 2000-0335-M. @lItem 0546-D (MF) 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30068 OCLC 
43666722 
2003-18103 GA 1.13:GGD-99-77 
Tax administration . — [1999] 
88 p. ; Shipping list no.: 2000-0315-M. @lItem 0546-D (MF) 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS30120 OCLC 
43522253 
2003-18104 GA 1.13:GGD-99-173 
Background investigations . — [1999] 
20 p. ; Shipping list no.: 2000-0335-M. @lItem 0546-D (MF) 
@ltem 0546-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34296 OCLC 
43723994 
2003-18105 GA 1.38:(V.NO.&NOS.) 
International journal of government auditing . 
@ltem 0545-A-01 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34500 OCLC 
52822821 


GA 1.13:GGD-99-57 





2003-18106 GA 1.38:(V.NO.&NOS.)A 
International journal of government auditing . 
v. @ltem 0545-A-01 (MF) 


I. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34500 
OCLC 32365802 


SUPERINTENDENT OF DOCUMENTS 
Government Printing Office 
Washington, DC 20402 


Subject bibliography . . . available free upon request from the Supt. 
of Docs., U.S. Govt. Print. Off. Orders must include SB number. 


2003-18107 GP 3.35:SC(DATE) 
Supreme Court ... opinions . 
@ltem 0554-A (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS1858 OCLC 
32173428 


2003-18108 GP 3.35:SC(DATE)A 
Supreme Court ... orders . 
@ltem 0554-A (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS 1858 OCLC 
32177408 


CONSUMER INFORMATION CENTER 
General Services Administration 
Washington, DC 20405 


2003-18109 GS 11.9:(DATE) 
Consumer information catalog . 
@ltem 0580-B (online) 


I. Purl: Latest issue only http://purl.access.gpo.gov/GPO/LPS 1527 
OCLC 48991874 


PUBLIC HEALTH AND SCIENCE, Office of 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18110 HE 20.2:C 89/2 
National standards for culturally and linguistically appropriate services 
in health care . — [2001} 
vii, 18 p. ; Shipping list no.: 2003-0363-M. @Item 0485 (MF) 
OCLC 52852817 


2003-18111 HE 20.13:70 
U.S. Public Health Service Commissioned Corps. — [2002] 
[12] p. :— (CCPM pamphlet ; no. 70) Shipping list no.: 2003- 
0103-P. @ltem 0483-1 
OCLC 52888362 


INDIAN HEALTH SERVICE 
Health and Human Services Dept. 
Washington, DC 20201 


2003-18112 HE 20.302:F 21 
Family violence and American Indians/Alaska Natives . — [2002] 
9, 96 p. ; Shipping list no.: 2003-0350-M. @lItem 0486-I-02 
(MF) @lItem 0486-I-02 (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS35800 OCLC 
52930445 


2003-18113 HE 20.302:ST 8/2 
The IHS strategic plan . — [20037] 


45 p.: Shipping list no.: 2003-0350-M. @Item 0486-I-02 (MF) 
OCLC 52799301 


Government Publications — November 2003 


2003-18114 HE 20.402:AN 4 
Anger management for substance abuse and mental health clients . 
— [2003] 
ili, 47 p. :— (DHHS publication ; (SMA) 03-3817) Shipping 
list no.: 2003-0403-M. @item 0497-D-01 (MF) 
OCLC 52912903 


2003-18115 HE 20.402:M 46/KIT 
Medication assisted treatment for the 21st century . — [20037] 


1 folder (7 sheets, 3 pamphlets) ; Shipping list no.: 2003-0245- 
P. @ltem 0497-D-01 
OCLC 52941651 


ABUSE and MENTAL HEALTH SERVICES 
ADMINISTRATION 
Rockville, MD 20857 


2003-18116 HE 20.408:ST 2/2 
Implementing an early warning system . — 2002. 
v, 33 p. :— (DHHS publication ; no. (SMA) 3770) Shipping 
list no.: 2003-0355-M. @lItem 0497-D-03 (MF) 
OCLC 52800319 


2003-18117 HE 20.415:26 
Identifying substance abuse among TANF-eligible families . — {2003} 
1 v. (various pagings) ;—— (Technical assistance publication series 
; 26) Shipping list no.: 2003-0403-M. @lItem 0497-D-16 (MF) 
OCLC 52912981 


2003-18118 HE 20.419:M 52/2002 
SAMHSA’s National Mental Health Information Center publications 
catalog . — 2002. 
44, [3] p. ; Shipping list no.: 2003-0295-M. @ltem 0497-D- 
19 (MF) 
OCLC 52930680 


2003-18119 HE 20.424:18 
Impact of September 11, 2001 events on substance abuse and mental 
health in the New York area . — 2003. 
— (Analytic series ; A-18) @lItem 0497-D-34 (MF) @ltem 
0497-D-34 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34498 OCLC 
52041815 


2003-18120 HE 20.427:P 96/2002 


Center for Mental Health Services publications catalog . 
27 p.; Shipping list no.: 2000-0673-M. 
OCLC 44461750 


— 2000. 
@ltem 0497-D-40 


2003-18121 HE 20.429:C 16 
The motivational enhancement therapy and cognitive behavorial ther- 
apy supplement . — 2003. 
iv, 162 p. :— (DHHS publication ; no. (SMA) 03-3818) Ship- 
ping list no.: 2003-0224-P. @lItem 0497-D-46 
OCLC 52740006 


2003-18122 HE 20.516:(V.NO.&NOS.) 
Public health and the environment . 
@ltem 0504-S-01 (online) 


i Purl: http://purl.access.gpo.gov/GPO/LPS24257 OCLC 
50735741 


2003-18123 HE 20.516:(V.NO&NOS.)A 
Hazardous substances & public health . 
@item 0504-S-01 (online) 


9 Purl: http://purl.access.gpo.gov/GPO/LPS4176 OCLC 
32623365 
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National Institute of Neurological Disorders and Stroke — HHS 


NATIONAL INSTITUTES OF HEALTH 
Health and Human Services Dept. 
Bethesda, MD 20892 


2003-18124 HE 20.3013/6:(V.NO.&NOS.) 
NCRR reporter . 
@ltem 0507-A-30 (online) S/N 717-025-00000-8 (paper) 
I Purl: http://purl.access.gpo.gov/GPO/LPS1608 OCLC 
52941152 
2003-18125 
NCRR reporter . 
v.: @ltem 0507-A-30 S/N 717-025-00000-8 
1. Purl: http://purl.access.gpo.gov/GPO/LPS 1608 
28582412 


HE 20.3013/6:(V.NO.&NOS.)A 


2003-18126 
NIH peer review notes . 
@ltem 0507-A-59 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS24695 
51180989 


2003-18127 
Pharmacy update . 
@ltem 0506-M (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 1471 
43659444 


2003-18128 HE 20.3102:2003019105 
‘‘_-The burden of psychiatric conditions has been heavily underesti- 
mated’’ . — [2001] 
— (NIMH publication ; 
line) 
I. Purl: 
52871940 


HE 20.3045:(DATE) 


HE 20.3054:(DATE) 


no. 01-4586) -@ltem 0507-B-05 (on- 


http://purl.access.gpo.gov/GPO/LPS35439 OCLC 


NATIONAL CANCER INSTITUTE 
Health and Human Services Dept. 
Bethesda, MD 20892 


2003-18129 HE 20.3152:C 16/32 
President's Cancer Panel Meeting . — [2002] 
156 p. : Shipping list no.: 2003-0384-M. @lItem 0507-G-02 
(MF) 
OCLC 52854454 


2003-18130 HE 20.3152:C 16/33 
President’s Cancer Panel Meeting . — [2001] 
281 p. : Shipping list no.: 2003-0384-M. @lItem 0507-G-02 
(MF) 
OCLC 52854368 


2003-18131 
NCI factbook . 
@ltem 0507-G-25 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS4088 
51062677 
2003-18132 
SCLD update . 
@ltem 0507-G-55 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS4553 
47354802 
2003-18133 
SCLD update. 
v.; @lItem 0507-G-55 


I. Purl: http://purl.access.gpo.gov/GPO/LPS4553 
42044353 


HE 20.3174:(DATE) 


HE 20.3182/9-2:(DATE) 


HE 20.3182/9-2:(DATE)A 


Page 46 


2003-18134 HE 20.3184/2:15 
Those who continue to smoke . — [2003] 
xiv, 146 p. :— (NIH pub. ; 03-5370) Shipping list no.: 2003- 
0363-M. @Item 0507-G-40 (MF) 
OCLC 52847781 


NATIONAL HEART, LUNG, AND BLOOD 
INSTITUTE 
Health and Human Services Dept. 
Bethesda, MD 20892 


2003-18135 HE 20.3202:H 34/7 
Act in time to heart attack signs . — [2003] 
39 p. : Shipping list no.: 2003-0376-M. @lItem 0507-E-01 
(MF) 
OCLC 52847210 


2003-18136 HE 20.3202:P 92 
Primary prevention of hypertension . — [2002] 

vi, 17 p. :— (NIH publication ; no. 02-5076) Shipping list 
no.: 2003-0350-M. @lItem 0507-E-01 (MF) @lItem 0507-E-01 
(online) 

I. Purl: 
52776796 


http://purl.access.gpo.gov/GPO/LPS34324 OCLC 


2003-18137 HE 20.3208:AS 8/10 
Pocket guide for asthma management and prevention 
2002. — [2002] 

27 p. :— (NIH publication ; no. 02-3659 A) Shipping list 
no.: 2003-0350-M. @lItem 0507-B-02 (MF) @lItem 0507-B-02 
(online) 

L. Purl: 
52831219 


— Rev. 


http://purl.access.gpo.gov/GPO/LPS34766 OCLC 


2003-18138 HE 20.3218:C 81/2 
Coronary heart disease . — [Rev.] — [2003] 
8 p. ;— (NIH publication ; no. 02-2265) Shipping list no.: 
2003-0376-M. @Item 0507-E-01 (MF) 
OCLC 52833004 


2003-18139 
Sarcoidosis . — [20037] 
[16] p. : Shipping list no.: 2003-0403-M. @lItem 0507-E-01 
(MF) 
OCLC 52925018 


HE 20.3218:SA 7 


NATIONAL INSTITUTE OF NEUROLOGICAL 
DISORDERS AND STROKE 
Health and Human Services Dept. 
Bethesda, MD 20892 


2003-18140 HE 20.3502:V 88/2003 
Neurological disorders . — [2003] 
168 p. ; Shipping list no.: 2003-0407-M. @lItem 0507-L-02 
(MF) 
OCLC 52923406 


2003-18141 HE 20.3526/4:(DATE) 
Intramural research, annual report . 
v.; @Item 0507-L-10 (MF) 
OCLC 31872534 





NATIONAL INSTITUTE OF ENVIRONMENTAL 
HEALTH SCIENCES 
Health and Human Services Dept. 
12233 Research Triangle Park, NC 27709 


2003-18142 HE 20.3559:(V.NO.&NOS.) 
Environmental health perspectives . 
v. : (-Dec. 1979: DHEW publication ; no. (NIH)) @lItem 0507- 
P-02, 0507-P-02 (MF), 0507-P-02 (online) S/N 717-140-00000-7 
£ Purl: http://purl.access.gpo.gov/GPO/LPS 1466 OCLC 
01727134 


NATIONAL LIBRARY OF MEDICINE 
Health and Human Services Dept. 
Bethesda, MD 20209 


2003-18143 HE 20.3602:2003019921 
MEDLINEplus . — 1998- 
@ltem 0508-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34458 OCLC 
49012038 


2003-18144 HE 20.3628:2003020951 
Household products database . 
@ltem 0508-F-05 (online) 


iy Purl: http://purl.access.gpo.gov/GPO/LPS34724 OCLC 
52807332 


NATIONAL INSTITUTE ON AGING 


Health and Human Services Dept. 
Bethesda, MD 20892 


2003-18145 HE 20.3852:D 63/3 
Alzheimer’s disease fact sheet . — [2003] 
— (NIH publication ; no. 03-3431) @lItem 0447-A-26 (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS35562 OCLC 
52884573 


2003-18146 HE 20.3852:2003019119 
Portfolio for progress . — [2001] 
— (NIH publication ; no. 02-4995) @ltem 0447-A-26 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS35443 OCLC 
52873840 


2003-18147 HE 20.3852:2003019510 
Home safety for people with Alzheimer’s disease . — [2002] 
— (NIH publication ; no. 02-5179) @ltem 0447-A-26 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35559 OCLC 
52884300 


2003-18148 HE 20.3852:2003019554 
Nunca es tarde para empezar . — [2001] 
— (Publicacion ; no. NIH 01-4931s) @Item 0447-A-26 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35588 OCLC 
52889260 


2003-18149 


Forgetfulness . — 2002. 
— (Age page) @ltem 0447-A-12 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35561 
52884462 


HE 20.3861:F 76 


OCLC 
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NATIONAL INSTITUTE ON DRUG ABUSE 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18150 HE 20.3958/2:1- 
Therapy manuals for drug addiction. — 1998- 

v. :— (NIH publication ; no. 98-4308, 98-4309, 99-4380, 02- 
4381) Shipping list no.: 98-0202-P (manuals 1-2), 99-0379-P (man- 
ual 3). Contents: manual 1. @lItem 0467-A-31 @lItem 0467-A- 
31 (online) S/N 017-024-01615-2 (manual 1); 017-024-01616-1 
(manual 2); 017-024-01651-9 (manual 3) 

I. Purl: Manual 1: http://purl.access.gpo.gov/GPO/LPS34437 _ IL. 
Purl: Manual 2: http://purl.access.gpo.gov/GPO/LPS34438 _ III. Purl: 
Manual 3: http://purl.access.gpo.gov/GPO/LPS34439 IV. Purl: 
Manual 4: http://pPO/LPS34442 OCLC 39931980 


2003-18151 HE 20.3958/2:1-4 
Therapy manuals for drug addiction. — 1998- 

v. :— (NIH publication ; no. 98-4308, 98-4309, 99-4380, 02- 
4381) Shipping list no.: 98-0202-P (manuals 1-2), 99-0379-P (man- 
ual 3). Contents: manual 1. @ltem 0467-A-31 @ltem 0467-A- 
31 (online) S/N 017-024-01615-2 (manual 1); 017-024-01616-1 
(manual 2); 017-024-01651-9 (manual 3) 

I. Purl: Manual 1: http://purl.access.gpo.gov/GPO/LP34437 IL. 
Purl: Manual 2: http://purl.access.gpo.dobe Acrobat Reader required 
II. Purl: Manual 3: http://purl.access.gpo.gov/GPO/LPS34439 _ IV. 
Purl: Manual 4: http://purl.access.gpo.gov/GPO/LPS34442 OCLC 
39931980 


2003-18152 HE 20.3958/2:4 
Drug counseling for cocaine addiction . — [2002] 
vii, 116 p. :— (Therapy manuals for drug addiction 
4) Shipping list no.: 2003-0324-M. 
OCLC 52730327 


; manual 
@ltem 0467-A-31 (MF) 


FOOD AND DRUG ADMINISTRATION 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18153 HE 20.4001:(DATE)A 
Chief financial officer’s annual report . 
@ltem 0474 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33575 OCLC 
52642757 


CENTER FOR DEVICES AND RADIOLOGICAL 
HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18154 HE 20.4701:(DATE) 
CDER ... report to the nation . 
@ltem 0499-T-03 (online) 
I. Purl: Latest issue only: http://purl.access.gpo.gov/GPO/LPS964 
II. Purl: Archived issues: http://purl.access.gpo.gov/GPO/LPS34493 
Il. Purl: Archived issues: http://purl.access.gpo.gov/GPO/LPS34494 
OCLC 52804064 


2003-18155 HE 20.4701:(DATE)A 
CDER ... report to the nation . 
v.: @ltem 0499-T-03 @lItem 0499-T-03 (online) 
I. Purl: Latest issue only: http://purl.access.gpo.gov/GPO/LPS964 
OCLC 39359564 
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Centers for Disease Control and Prevention — Health and Human Services Dept. 


NATIONAL CENTER FOR HEALTH 
STATISTICS 
Health and Human Services Dept. 
Hyattsville, MD 20782 


2003-18156 HE 20.6209:2/5 
An index of health . — [1965] 
— (Public Health Service publication ; 
E (online) 
I. Purl: 
52740008 


2003-18157 HE 20.6209:2/6 
Reporting of hospitalization in the Health Interview Survey . — [1965] 
— (DHEW publication ; no. (HSM) 73-1261) @Item 0500- 
E (online) 
I. Purl: 
52739994 


2003-18158 HE 20.6209:2/8 
Comparison of hospitalization reporting in three survey procedures 
. —[1965] 
— (Public Health Service publication ; 
E (online) 
I. Purl: 
52739981 
2003-18159 HE 20.6209:2/9 
Cooperation in health examination surveys . 
— (Public Health Service publication 
E (online) 
I. Purl: 
52739967 
2003-18160 
Hospital utilization in the last year of life . 
— (Public Health Service publication 
E (online) 
I. Purl: 
52739958 


2003-18161 HE 20.6209:2/11 
Design of sample surveys to estimate the prevalence of rare diseases 
. — [1965] 
— (Public Health Service publication 
E (online) 
I. Purl: 
52739942 


2003-18162 HE 20.6209:2/12 
Methodological aspects of a hearing ability interview survey . 
[1973] 
— (DHEW publication ; no. (HRA) 74-1272) @ltem 0500- 
E (online) 
1. Purl: 
52739927 


2003-18163 


Computer simulation of hospital discharges 
— (Public Health Service publication 
E (online) 
I. Purl: 
52739895 


2003-18164 HE 20.6209:2/16 
Identifying problem drinkers in a household health survey . — [1966] 
— (Public Health Service publication ; no. 1000) @ltem 0500- 
E (online) 
& Purl: 
52739883 


no. 1000) @lItem 0500- 


http://purl.access.gpo.gov/GPO/LPS27996 OCLC 


http://purl.access.gpo.gov/GPO/LPS27991 OCLC 


no. 1000) @Item 0500- 


http://purl.access.gpo.gov/GPO/LPS28667 OCLC 


— [1965] 
; no. 1000) @ltem 0500- 


http://purl.access.gpo.gov/GPO/LPS28766 OCLC 


HE 20.6209:2/10 
— [1965] 
; no. 1000) @lItem 0500- 


http://purl.access.gpo.gov/GPO/LPS28768 OCLC 


; no. 1000) @Item 0500- 


http://purl.access.gpo.gov/GPO/LPS28769 OCLC 


http://purl.access.gpo.gov/GPO/LPS28770 OCLC 


HE 20.6209:2/13 
. — [1966] 
; no. 1000) @lItem 0500- 


http://purl.access.gpo.gov/GPO/LPS28771 OCLC 


http://purl.access.gpo.gov/GPO/LPS28772 OCLC 
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2003-18165 HE 20.6209:2/17 


Conceptual problems in developing an index of health . —[1976?] 
— (DHEW publication ; no. (HRA) 76-1017) @Item 0500- 
E (online) 
L Purl: 
52779186 


2003-18166 HE 20.6209:2/18 
Interview response on health insurance compared with insurance 
records . — [1966] 
— (Public Health Service publication ; no. 1000) @lItem 0500- 
E (online) 
i Purl: 
52739862 


2003-18167 HE 20.6209:2/19 
Participation of hospitals in the pilot study of the Hospital Discharge 
Survey . — [19747] 
— (DHEW publication ; 
E (online) 
I. Purl: 
52831495 


2003-18168 HE 20.6209:2/21 
Calibration of two bicycle ergometers used by the Health Examination 
Survey . — [1967] 
— (Public Health Service publication ; 
E (online) 
I. Purl: 
52733668 


2003-18169 HE 20.6209:2/22 
Three views of hypertension and heart disease . — [1967] 
— (DHEW publication ; no. (HRA) 74-1289) @lItem 0500- 
E (online) 
I. Purl: 
52733652 


2003-18170 HE 20.6209:2/23 
Interview data on chronic conditions compared with information de- 
rived from medical records . — [1967] 
— (Public Health Service publication ; 
E (online) 
1. Purl: 
52733363 


2003-18171 HE 20.6209:2/24 
A study of the achievement test used in the Health Examination 
Surveys of persons aged 6-17 years . — [1967] 
— (Public Health Service publication ; no. 1000) @lItem 0500- 
E (online) 
i Purl: 
52733340 


2003-18172 HE 20.6209:2/25 
Orthodontic treatment priority index . — [1967] 
— (Public Health Service publication ; no. 1000) @ltem 0500- 
E (online) 
I. Purl: 


http://purl.access.gpo.gov/GPO/LPS28774 OCLC 


http://purl.access.gpo.gov/GPO/LPS28776 OCLC 


no. (HRA) 74-1285) @Item 0500- 


http://purl.access.gpo.gov/GPO/LPS28913 OCLC 


no. 1000) @Item 0500- 


http://purl.access.gpo.gov/GPO/LPS28914 OCLC 


http://purl.access.gpo.gov/GPO/LPS28916 OCLC 


no. 1000) @Item 0500- 


http://purl.access.gpo.gov/GPO/LPS28918 OCLC 


http://purl.access.gpo.gov/GPO/LPS28920 OCLC 


http://purl.access.gpo.gov/GPO/LPS28924 OCLC 


CENTERS FOR DISEASE CONTROL and 
PREVENTION 
Health and Human Services Dept. 
Atlanta, GA 30333 


HE 20.7002:T 67 
—([Corr. Apr. 6, 2001]. — [2001] 


2003-18173 
Tracking the hidden epidemics . 
@ltem 0504 (online) 





b Purl: 
§2835044 


2003-18174 


http://purl.access.gpo.gov/GPO/LPS34984 OCLC 


HE 20.7002:2003020057 


HIV prevention community planning . — [1999] 
@ltem 0504 (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35767 OCLC 

52916589 


NATIONAL INSTITUTE FOR OCCUPATIONAL 
SAFETY AND HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18175 HE 20.7111:C 73 
Compendium of NIOSH health care worker research 2001 . — [2002] 
ix, 39 p. ;— (DHHS (NIOSH) publication ; no. 2003-108) 
Shipping list no.: 2003-0282-M. @Item 0499-F-04 (MF) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35373 OCLC 
52870490 


CENTER FOR INFECTIOUS DISEASES 
Atlanta, GA 30333 


2003-18176 HE 20.7818/2:(DATE) 
Summary of health information for international travel . 
@ltem 0504-K-04 (online) 
I. Purl: Latest issue only: http://purl.access.gpo.gov/GPO/LPS 1611 
OCLC 52762220 


2003-18177 HE 20.7818/2:(DATE)A 
Summary of health information for international travel. 
v. ; @Item 0494-K-08 @lItem 0494-K-08 (online) @Item 
0504-K-04 
I. Purl: Latest issue only: http://purl.access.gpo.gov/GPO/LPS 1611 
OCLC 09553630 


NATIONAL IMMUNIZATION PROGRAM 
Rockville, MD 20857 


2003-18178 HE 20.7968:2003019862 
Manual for the surveillance of vaccine-preventable diseases 
ed. — [2002] 
@item 0494-P-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35724 OCLC 
52908518 


. —3rd 


NATIONAL INSTITUTE OF MENTAL HEALTH 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18179 HE 20.8102:2003011036 
Helping children and adolescents cope with violence and disasters 
. — [2001] 
— (NIH publication ; 
I. Purl: 
47966069 


2003-18180 HE 20.8102:2003019104 


What we learned from songbirds . — [2001] 
— (NIH publication ; no. 01-4602) @lItem 0507-B-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34081 OCLC 
52848323 


no. 01-3519) @ltem 0507-B-05 (online) 
http://purl.access.gpo.gov/GPO/LPS35195 OCLC 


2003-18181 HE 20.8102:2003019106 


Gene hunting . — [2001] 
— (NIH publication ; no. 01-4600) @ltem 0507-B-05 (online) 
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LE Purl: 
52848655 


2003-18182 HE 20.8102:2003019107 
Real men, real depression . — [2003] 
— (NIH publication ; no. 03-5300) @ltem 0507-B-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34082 OCLC 
52849984 


2003-18183 HE 20.8102:2003019111 
Men and depression . — [2003] 
— (NIH publication ; no. 03-4972) @ltem 0507-B-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34083 OCLC 
52849863 
2003-18184 HE 20.8102:2003019112 
Depression, a treatable illness . — [2003] 
— (NIH publication ; no. 03-5299) @lItem 0507-B-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34084 OCLC 
52849755 
2003-18185 HE 20.8102:2003019113 
Men and depression . — [2003] 
— (NIH publication ; no. 03-5297) @lItem 0507-B-05 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34085 OCLC 
52850024 
2003-18186 HE 20.8102:2003019114 
Mental health and mass violence . — [2002] 
— (NIH publication ; no. 02-5138) @ltem 0507-B-02 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS34086 OCLC 
52850707 
2003-18187 HE 20.8102:2003019117 
Treatment of children with mental disorders . — [2000] 
— (NIH publication ; no. 00-4702) @ltem 0507-B-05 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS34087 OCLC 
52850990 
2003-18188 HE 20.8102:2003019118 
Women hold up half the sky . — [2001] 
— (NIH publication ; no. 01-4607) @lItem 0507-B-05 (online) 
| Purl: http://purl.access.gpo.gov/GPO/LPS34088 OCLC 
52851124 
2003-18189 HE 20.8125:ST 8 
Preventing stress-related psychiatric disorders . — 1985. 
xv, 224 p. :— (DHHS publication ; no. (ADM) 85-1366) 
@ltem 0507-B-5 S/N 017-024-01240-8 
OCLC 12084336 


NATIONAL INSTITUTE ON ALCOHOL ABUSE 
AND ALCOHOLISM 
Health and Human Services Dept. 
Rockville, MD 20857 
HE 20.9002:2003020110 
— [2001] 


http://purl.access.gpo.gov/GPO/LPS35178 OCLC 


2003-18190 
2001 telemedicine report to Congress . 
@ltem 0507-H-17 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35781 
52924680 


MATERNAL AND CHILD HEALTH AND 
RESOURCES DEVELOPMENT BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18191 HE 20.9292:2003018722 


Welfare reform and women’s health . —c2001. 
@ltem 0486-A-06 (online) 


OCLC 





Geological Survey — Interior Dept. 


I Purl: 


; http://purl.access.gpo.gov/GPO/LPS34502 
52804333 


OCLC 


HIV/AIDS BUREAU 
Health and Human Services Dept. 
Rockville, MD 20857 


2003-18192 HE 20.9502:P 25 
Positive partnerships . — [2003] 


50 p.: Shipping list no.: 2003-0234-P. @ltem 0507-K-01 
OCLC 52757661 


2003-18193 HE 20.9515:5 
An approach to evaluating HAART utilization and outcomes in CARE 
Act-funded clinics . — [2000] 
vi, 40 p. ;— (HIV/AIDS evaluation monograph series ; report 
#5) Shipping list no.: 2003-0350-M. @lItem 0507-K-02 (MF) 
@ltem 0507-K-02 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34323 
52776771 


OCLC 


2003-18194 HE 20.9515:6 
Delivering HIV services to vulnerable populations . — [2000] 
vi, 57 p. ;— (HIV/AIDS evaluation monograph series ; report 
#6) Shipping list no.: 2003-0350-M. @lItem 0507-K-02 (MF) 
@ltem 0507-K-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34322 
52776727 


OCLC 


HEALTH CARE FINANCING ADMINISTRATION 
Health and Human Services Dept. 
Washington, DC 20201 


2003-18195 HE 22.8:EM 3 
Preparing for emergencies . — Rev. Nov. 2002. — 2002. 
35 p. ;— (CMS pub. ; no. 10150) Shipping list no.: 2993- 
0116-P. @ltem 0512-A-03 @lItem 0512-A-03 (online) 


S Purl: http://purl.access.gpo.gov/GPO/LPS35563 
51848253 


OCLC 


HOUSING AND URBAN DEVELOPMENT 
DEPARTMENT 
Washington, DC 20410 


2003-18196 HH 1.2:M 66/7 
Minority-serving institutions of higher education . — [2003] 
81 p. : Shipping list no.: 2003-0261-P. @Item 0582 
0582 (online) 
IL. Purl: 
52845652 


http://purl.access.gpo.gov/GPO/LPS35821 


2003-18197 HH 1.2:R 31/14/ETHIOP. 
Ye nawari mabtoch ena halafinatoch. — [1999?] 


[6] p. ; Shipping list no.: 99-0349-P. @lItem 0582 
OCLC 52776664 


2003-18198 HH 1.2:T 22/5 


Technology roadmapping for manufactured housing . — [2003] 
vii, 40 p.: Shipping list no.: 2003-0251-P. @lItem 0582 
OCLC 52920485 


2003-18199 HH 1.2:2003019100 


Issue papers on demographic trends important to housing . — [2003] 
@ltem 0582 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34079 OCLC 
52843350 
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MULTI-FAMILY HOUSING OFFICE 
Washington, DC 20410 


2003-18200 HS 1.2:2003020415 
Department of Homeland Security reorganization plan 
@ltem 0520-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34931 
52834132 
2003-18201 HS 4.102:ST 9 
SEVIS in Salt Lake at the NAFSA Convention . — [20037] 
[2] p.: Shipping list no.: 2003-0208-P. @lItem 0520-B-02 
OCLC 52689034 
2003-18202 HS 4.202:1C 2 
ICE, Integrity, Courage, Excellence . — [2003] 


1 folded sheet (6 p.) : Shipping list no.: 2003-0259-P. 
0520-D 


OCLC 52896564 


2003-18203 HS 7.8:M 72 
Model maritime operations guide . — [20037] 
1 v. (various pagings) : Shipping list no.: 2003-0237-P. 
0520-C-03 
OCLC 52842318 


2003-18204 HS 7.15:(DATE) 
Coast Guard magazine online . 
@ltem 0520-C-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 1667 
44284663 
2003-18205 
Coast Guard . 
v.: @ltem 0520-C-01 
iL Purl: http://purl.access.gpo.gov/GPO/LPS 1667 
35564210 
2003-18206 HS 7.16:(V.NO.&NOS.) 
Proceedings of the Marine Safety Council . 
@ltem 0520-C-02 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 2006 
51908720 


. —[20037] 


OCLC 


HS 7.15:(DATE)A 


INTERIOR DEPARTMENT 
Washington, DC 20240 


2003-18207 1 18.81:G 36/2000/46121-G 8 
[Gifford Pinchot National Forest, Wash. and other adjacent forest 
areas] . Map sheets rev. 2000- [2003]- 
1 map on — sheets : Contents: 46121-G 8. Mount Wow. 
@ltem 0619-M-47 
OCLC 52931814 


GEOLOGICAL SURVEY 
Interior Dept. 
Reston, Va. 22092 


Topographic and earth science (thematic) maps of the United States, 
plus the planets and moons may be purchased from: Map Distribution, 
U.S. Geological Survey, Box 25286, Federal Center, Denver, CO 
80225. To order topographic maps give name and scale, e.g. Fairfax, 
VA, 1:24,000. To order earth science maps give series identification 
and number, e.g. GQ-851. A 50% discount is allowed for orders 
over $500, and a $1 postage and handling charge is applicable to 
orders less than $10. 


2003-18208 I 19.2:2003019843 


Lost, a desert river and its native fishes . — [2002] 


— (Information and technology report ; 


2002-0010) @Item 
0621 (online) 





I. Purl: 
52908389 


2003-18209 I 19.3:2172-D 
Modified Arrington method for calculating reserve growth . — Version 
1.0. — 2003. 
— (U.S. Geological Survey bulletin ; 
(online) 
I. Purl: 
52807579 


2003-18210 I 19.3:2172-F 


Graphical comparison of reserve-growth models for conventional oil 
and gas accumulations . — Version 1.0. — [2003] 
— (U.S. Geological Survey bulletin ; 2172-F) @lItem 0620 
(online) 
I. Purl: 
52760476 


2003-18211 I 19.16:1419 


Geology and hydrogeology of the Caribbean islands aquifer system 
of the Commonwealth of Puerto Rico and the U.S. Virgin Islands 
. — 2002. 

ix, 139 p. :— (Regional aquifer-system analysis—Caribbean is- 
lands) Shipping list no.: 2003-0143-P. @ltem 0624 @ltem 0624 
(online) 

I. Purl: 
50554328 


2003-18212 I 19.42/4:02-4054 
Fecal-indicator bacteria in the Yakima River Basin, Washington . — 
2002. 

vili, 32 p. :— (Water-resources investigations report ; 02-4054) 
Shipping list no.: 2003-0070-P. @lItem 0624-B @lItem 0624-B 
(online) 

I. Purl: 
51223813 


2003-18213 I 19.42/4:02-4084 


Occurrence and temporal variability of methyl tert-butyl ether (MTBE) 
and other volatile organic compounds in select sources of drinking 
water . — 2003. 

vi, 65 p. :— (Water-resources investigations report ; 02-4084) 
Shipping list no.: 2003-0201-P. @Item 0624-B @lItem 0624-B 
(online) 

I. Purl: 
52252494 


2003-18214 I 19.42/4:02-4157 


Anaerobic degradation of 1,1,2,2-tetrachloroethane and association with 
microbial communities in a freshwater tidal wetland, Aberdeen Prov- 
ing Ground, Maryland . — 2003. 

x, 64 p. :— (Water-resources investigations report ; 02-4157) 
Shipping list no.: 2003-0204-P. @lItem 0624-B @item 0624-B 
(online) 

I 


http://purl.access.gpo.gov/GPO/LPS35723 OCLC 


2172-D) @lItem 0622 


http://purl.access.gpo.gov/GPO/LPS34127 OCLC 


http://purl.access.gpo.gov/GPO/LPS33792 OCLC 


http://purl.access.gpo.gov/GPO/LPS30303 OCLC 


http://purl.access.gpo.gov/GPO/LPS25467 OCLC 


http://purl.access.gpo.gov/GPO/LPS34047 OCLC 


p Purl: http://purl.access.gpo.gov/GPO/LPS34050 OCLC 
52397305 


2003-18215 I 19.42/4:02-4173 
Occurrence of volatile organic compounds in drinking water from 
the United States . — 2003. 
iv, 20 p. :— (Water-resources investigations report ; 02-4173) 
Shipping list no.: 2003-0237-P. @lItem 0624-B 
OCLC 52425527 


2003-18216 I 19.42/4:02-4177 
Occurrence and distribution of dissolved trace elements in the surface 
waters of the Yakima River Basin, Washington . — 2003. 
x, 76 p. :— (Water-resources investigations report ; 
Shipping list no.: 2003-0230-P. @lItem 0624-B 
OCLC 52701036 


02-4177) 
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2003-18217 I 19.42/4:02-4188 
Water-quality assessment of the Rio Grande Valley, Colorado, New 
Mexico, and Texas . — 2002. 
vii, 117 p. :— (Water-resources investigations report ; 02-4188) 
Shipping list no.: 2003-0097-P. @ltem 0624-B 
OCLC 51549341 


2003-18218 I 19.42/4:02-4209 


Assessment of possible sources of microbiological contamination and 
water-quality characteristics of the Jacks Fork, Ozark National Sce- 
nic Riverways, Missouri—phase II . — 2002. 

iv, 43 p. :— (Water-resources investigations report ; 02-4209) 
Shipping list no.: 200-0061-P. @ltem 0624-B @ltem 0624-B (on- 
line) 

I. Purl: 
51342559 


http://purl.access.gpo.gov/GPO/LPS25193 OCLC 


2003-18219 I 19.42/4:02-4227 
Water-quality and ground-water hydrology of the Columbia/Eagle 
Bluffs Wetland Complex, Columbia, Missouri—1992-99 . — 2002. 
v, 131 p. :— (Water-resources investigations report ; 02-4227) 
Shipping list no.: 2003-0161-P. @Item 0624-B @ltem 0624-B 
(online) 
3 Purl: 
51616388 


http://purl.access.gpo.gov/GPO/LPS34144 OCLC 


2003-18220 I 19.42/4:02-4234 


Simulation of ground-water flow and evaluation of water-management 
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2003-18368 I 19.81:31109-D 4-TF-024/996 
College Peaks quadrangle, Arizona—Cochise Co. Planimetry derived 
1996, boundaries current 2001. [2003] 
I map: @Item 0619-M-03 
OCLC 52933899 


2003-18369 I 19.81:31109-E 2-TF-024/996 
Paramore Crater quadrangle, Arizona—Cochise Co. Planimetry derived 
1996, boundaries current 2001. [2003] 
I map: @ltem 0619-M-03 
OCLC 52933828 


2003-18370 I 19.81:31109-E 5-TF-024/996 
Leslie Canyon quadrangle, Arizona—Cochise Co. Planimetry derived 
1996, boundaries current 2001. [2003] 
l map: @ltem 0619-M-03 
OCLC 52933719 


2003-18371 I 19.81:31109-E 7-TF-024/996 
Gleeson SE quadrangle, Arizona—Cochise Co. Planimetry derived 
1996, boundaries current 2001. [2003] 
lL map: @ltem 0619-M-03 
OCLC 52940925 


2003-18372 I 19.81:31109-F 5-TF-024/996 
Swisshelm Mountain quadrangle, Arizona—Cochise Co. Planimetry de- 
rived 1996, boundaries current 2001. [2003] 
I map: @lItem 0619-M-03 
OCLC 52941206 
2003-18373 I 19.81:32109-C 2-TF-024/998 
San Simon quadrangle, Arizona—Cochise Co. Planimetry derived 
1996, boundaries current 2001. [2003] 


1 map: @lItem 0619-M-03 
OCLC 52941623 


2003-18374 I 19.81:32109-C 3-TF-024/996 
Olga quadrangle, Arizona—Cochise Co. Planimetry derived 1996, 
boundaries current 2001. [2003] 
I map: @ltem 0619-M-03 
OCLC 52941542 


2003-18375 I 19.81:33083-F 8-TF-024/999 
Milstead quadrangle, Georgia . 
current 2002. [2002] 
| map: @lItem 0619-M-10 
OCLC 52823754 


2003-18376 I 19.81:33084-D 3-TF-024/999 
Hampton quadrangle, Georgia . Planimetry derived 1999, boundaries 
current 2002. [2002] 
Il map: @Item 0619-M-10 
OCLC 52823740 


2003-18377 I 19.81:33084-F 1-TF-024/999 
Conyers quadrangle, Georgia 
current 2002. [2003] 
I map: @lItem 0619-M-10 
OCLC 52823718 
2003-18378 I 19.81:33084-F 5-TF-024/999 
Redan quadrangle, Georgia . Planimetry derived 1999, boundaries cur- 
rent 2002. [2003] 
I map: @lItem 0619-M-10 
OCLC 52823710 


Planimetry derived 1999, boundaries 


. Planimetry derived 1999, boundaries 
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2003-18379 I 19.81:33084-G 1-TF-024/999 
Snellville quadrangle, Georgia . Planimetry derived 1999, boundaries 
current 2002. [2003] 
I map: @Item 0619-M-10 
OCLC 52823694 


2003-18380 I 19.81:33084-G 6-TF-024/999 
Austell quadrangle, Georgia . Planimetry derived 1999, boundaries 
current 2002. [2003] 
| map: @Item 619-M-10 
OCLC 52823686 


2003-18381 1 19.81:33084-H 1-TF-024/999 
Luxomni quadrangle, Georgia—Gwinnett Co. Planimetry derived 1999, 
boundaries current 2002. [2003] 
I map: @Item 0619-M-10 
OCLC 52823764 


2003-18382 I 19.81:34083-B 8-TF-024/999 
Flowery Branch quadrangle, Georgia . Planimetry derived 1999. [2003] 
lI map: @ltem 0619-M-10 
OCLC 52896465 


2003-18383 I 19.81:34084-A 1-TF-024/999 
Suwanee quadrangle, Georgia . Planimetry derived 1999. [2003] 
imap: @lItem 0619-M-10 
OCLC 52896512 


2003-18384 I 19.81:34084-C 2-TF-024/999 
Matt quadrangle, Georgia . Planimetry derived 1999, boundaries cur- 
rent 2003. [2003] 
lI map: @ltem 0619-M-10 
OCLC 52896343 


2003-18385 I 19.81:39094-A 4-TF-024/996 
Independence quadrangle, Missouri . Planimetry derived 1996. [2002] 
| map: @Item 0619-M-25 
OCLC 51914932 


2003-18386 I 19.81:39094-A 5-TF-024/996 
Kansas City quadrangle, Missouri—Kansas . Planimetry derived 1996, 
boundaries current 2001. [2002] 
I map: @ltem 0619-M-25 
OCLC 50992102 


2003-18387 I 19.81:39094-B 4-TF-024/996 
Liberty quadrangle, Missouri . [2002] 
| map: @Item 0619-M-25 
OCLC 51501379 


2003-18388 I 19.81:39094-B 4-TF-024/2002 
Liberty quadrangle, Missouri . [2002] 
1 map: @Item 0619-M-25 
OCLC 51501379 


2003-18389 I 19.81:40088-H 8-TF-024/999 
Dana quadrangle, Illinois . Planimetry derived 1999, boundaries as 
of 2002. [2003] 
I map: @Item 0619-M-13 
OCLC 52758538 


2003-18390 I 19.81:41078-D 7-TF-024/969 
Portland Mills quadrangle, Pennsylvania—Elk Co. Topography by pho- 
togrammetric methods. Field checked 1969. [1972] 
I map: @lItem 0619-M-38 
OCLC 44049493 


2003-18391 I 19.81:41078-E 7-TF-024/966 


James City quadrangle, Pennsylvania Topography by _photo- 
grammetric methods. Field checked 1966. [1986] 
I map: @ltem 0619-M-38 
OCLC 43987753 





2003-18392 I 19.81:44117-C 1-TF-024/998 
Porters Flat quadrangle, Oregon—Idaho . Planimetry derived 1998, 
boundaries current 2000. [2002] 
I map: @ltem 0619-M-37 
OCLC 52211307 


2003-18393 I 19.81:45112-C 6-TF-024/997 
Bond quadrangle, Montana—Beaverhead County . Planimetry derived 
1995, survey control current 1999, [2002] 
I map: @Item 0619-M-26 
OCLC 52263061 


2003-18394 I 19.81:47089-H 5-TF-024/999 
Pigeon Point, Minnesota—Michigan—Ontario 
1999, boundaries current 2002. [2003] 
I map: @lItem 0619-M-25 
OCLC 52823595 


. Planimetry derived 


2003-18395 I 19.81:47089-H 7-TF-024/999 
Mineral Center quadrangle, Minnesota—Ontario . 
1999, boundaries current 2002. [2003] 
| map: @lItem 0619-M-23 
OCLC 52823347 


Planimetry derived 


2003-18396 I 19.81:48092-E 8-TF-024/999 
Soldier Point quadrangle, Minnesota—Ontario 
1999, boundaries current 2002. [2003] 
Il map: @lItem 0619-M-23 
OCLC 52762048 


. Planimetry derived 


2003-18397 I 19.81:48093-D 3-TF-024/999 
Ericsburg quadrangle, Minnesota—Koochiching Co. Planimetry derived 
1999, boundaries current 2002. [2003] 
I map: @ltem 0619-M-23 
OCLC 52823368 


2003-18398 I 19.81:48093-E 3-TF-024/999 
Ranier quadrangle, Minnesota—Ontario 
boundaries current 2002. [2003] 
I map: @Item 0619-M-23 
OCLC 52906693 


. Planimetry derived 1999, 


2003-18399 I 19.81:48122-E 5-TF-024/998 
Anacortes North quadrangle, Washington—Skagit Co. Photoinspected 
1998, boundaries verified 2002. [1998] 
I map: @lItem 0619-M-47 
OCLC 52823644 


2003-18400 I 19.81:48122-F 8-TF-024/997 


Eastsound quadrangle, Washington—San Juan Co. Photoinspected 
1997, boundaries verified 2002. [2003] 


Il map: @lItem 0619-M-47 
OCLC 52823627 


2003-18401 I 19.91:1-2744 
Geologic map of the Scott City 7.5-minute quadrangle, Scott and 
Cape Giradeau counties, Missouri . 2002. 
1 map : (Geologic investigations series map; 1I-2744) @lItem 
0619-G-08 
OCLC 51815178 


2003-18402 I 19.91:1-2767 
Geology of the Stegall Mountain 7.5-minute quadrangle, Shannon and 
Carter counties, south-central Missouri . 2002. 
1 map : (Geologic investigations series map ; I-2767) @ltem 
0619-G-08 
OCLC 51821034 


Government Publications — November 2003 


2003-18403 I 19.91:1-2789 
Map of surficial deposits and materials in the eastern and central 
United States, east of 102° west longitude . 2003. 
1 map : (Geologic investigations series ; I-2789) Shipping list 
no.: 2003-0223-P. @ltem 0619-G-08 @ltem 0619-G-08 (online) 
5k Purl: http://purl.access.gpo.gov/GPO/LPS34767 OCLC 
52624198 


2003-18404 1 19.111/A:989/R 25/2/2001 
The national atlas of the United States of America. General reference 
: [1:5,000,000] . 2002. 
imap: @ltem 0619-G-26 
L. Purl: http://purl.access.gpo.gov/GPO/LPS17086 OCLC 
51746559 


2003-18405 1 19.111/A:998/R 25/2/2001 
The national atlas of the United States of America. General reference 
: [the fifty states] . 2002. 
I map: @lItem 0619-G-26 
I. Purl: http://purl.access.gpo.gov/GPO/LPS17086 OCLC 
51746559 


2003-18406 I 19.113:MF-2339 
Geologic map of the Mound Spring quadrangle, Nye and Clark coun- 
ties, Nevada, and Inyo County, California . Version 1.0. [2003] 
(U.S. Geological Survey miscellaneous field studies map ; MF- 
2339) @ltem 0619-G-1i1 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS27 123 
51842782 


OCLC 


2003-18407 I 19.113:MF-2375 
Geologic map of the Vail East quadrangle, Eagle County, Colorado 
. Version 1.0. [2003] 
(U.S. Geological Survey miscellaneous field studies map ; MF- 
2375) @ltem 0619-G-11 (online) 


5 Purl: http://purl.access.gpo.gov/GPO/LPS27121 
51826315 


OCLC 


2003-18408 I 19.127:052-03 
Surface-water and ground-water quality in the Powell Creek and Arm- 
strong Creek Watersheds, Dauphin County, Pennsylvania, July-Sep- 
tember 2001 . — [2003] 
1 folded sheet (6 p.) :— (USGS fact sheet ; FS-052-03) Ship- 
ping list no.: 2003-0228-P. @ltem 0621-L @lItem 0621-L (online) 


E. Purl: http://purl.access.gpo.gov/GPO/LPS33458 OCLC 
52564891 


NATIONAL PARK SERVICE 
Interior Dept. 
Washington, DC 20013-7127 


2003-18409 I 29.2:W 84/3 
Women’s Rights National History Trail feasibility study . 
83 p.: Shipping list no.: 2003-0256-P. @ltem 0648 
OCLC 52890098 


— 2003. 


2003-18410 
Yellowstone . — [2002] 
@ltem 0648 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS34089 OCLC 
52874131 


I 29.2:2003019121 


2003-18411 I 29.21:F 66/2002 
Environmental assessment, fire management plan . — [2002] 
@ltem 0650 (online) 


|: Purl: http://purl.access.gpo.gov/GPO/LPS34849 OCLC 
52827167 
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Fish and Wildlife Service — Interior Dept. 


2003-18412 I 29.79/3:B 48/DRAFT 
Big Bend National Park . — [2003] 
xiii, 247 p. :— (NPS D/223) Shipping list no.: 2003-0167- 
P. @ltem 0651-B-05 
OCLC 52158216 


2003-18413 I 29.79/3:EL 5/DRAFT 
Ellis Island development concept plan . — [2003] 
xxvi, 232 p. :— (NPS D-93) Shipping list no.: 2003-0201- 
P. @ltem 0651-B-05 
OCLC 52474335 


2003-18414 I 29.79/3:SA 5/3 
General management plan . — [2003] 
x, 65, [1] p. : Shipping list no.: 2003-0251-P. @Item 0651- 
B-05 
OCLC 52862906 


2003-18415 I 29.79/3:V 94/5 
General management plan, Voyageurs National Park, Minnesota . — 
[2002] 
iii, 63 p. :— (NPS D-137) Shipping list no.: 2003-0124-P. 
@ltem 0651-B-05 
OCLC 52043153 


FISH AND WILDLIFE SERVICE 
Interior Dept. 
Washington, DC 20240 


2003-18416 I 49.1/10:(DATE) 
Strategic plan . 
@ltem 0613-C-04 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS33279 OCLC 
52753669 


2003-18417 I 49.2:G 76/11/2003 
Grassland easement program. — [2003] 
[12] p.: Shipping list no.: 2003-0231-P. @lItem 0612 
OCLC 52753782 


2003-18418 1 49.2:W 53/23/2003 
Wetland easement program. — [2003] 
{12] p.: Shipping list no.: 2003-0231-P. @lItem 0612 
OCLC 52753820 


2003-18419 I 49.44/2:B 12/2003 
Back Bay National Wildlife Refuge. — [2003] 
[8] p.: Shipping list no.: 2003-0257-P. 
OCLC 52895176 


2003-18420 I 49.44/2:F 64/5 
Flint Hills National Wildlife Refuge . — [2003] 
1 sheet. Shipping list no.: 2003-0257-P. @ltem 0612-C GPO 
abridged cataloging. 
OCLC 52896845 


2003-18421 I 49.44/2:F 77 N/2003 
Fort Niobrara National Wildlife Refuge. — [2003] 
{8] p.: Shipping list no.: 2003-0255-P. @ltem 0612-C 
OCLC 52863283 


2003-18422 I 49.44/2:N 63/2/2003 
Nisqually National Wildlife Refuge. — [2003] 
1 folded sheet (6 p.) : Shipping list no.: 2003-0243-P. @lItem 
0612-C 
OCLC 52761556 
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2003-18423 1 49.44/2:P 69/4 
North Platte National Wildlife Refuge . — [2003] 
{12] p. : b ill. ; Shipping list no.: 2003-0251-P. @lItem 0612- 


OCLC 52825893 


2003-18424 I 49.44/2:SA 3/13 
Salinas River National Wildlife Refuge . — [2002] 

1 v. (various pagings) : Shipping list no.: 2003-0237-P. @lItem 
0612-C @ltem 0612-C (online) 

I. Purl: Plan: http://purl.access.gpo.gov/GPO/LPS35289 II. Purl: 
Appendices: http://purl.access.gpo.gov/GPO/LPS35294 OCLC 
52742251 

2003-18425 1 49.44/3:K 81/(DATE) 
Planning update. Kodiak National Wildlife Refuge . 
@ltem 0612-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34676 OCLC 
52852725 
2003-18426 I 49.44/3:K 81/(DATE)A 
Planning news. Kodiak National Wildlife Refuge . 
@ltem 0612-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34648 OCLC 
52852706 
2003-18427 I 49.44/3:0H 3 
Ohio River Islands National Wildlife Refuge . — [2001] 
@ltem 0612-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33216 OCLC 
52605007 
2003-18428 I 49.44/3:T 57/(DATE) 
Planning update. Togiak National Wildlife Refuge . 
@ltem 0612-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34833 OCLC 
52834682 
2003-18429 1 49.44/3:T 57/)(DATE)A 
Planning news. Togiak National Wildlife Refuge . 
@ltem 0612-C (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS34713 OCLC 
52834614 
2003-18430 I 49.77/5:P 81/DRAFT 
Draft recovery plan for the rough popcorn flower (Plagiobothrys hirtus) 
. — [2002] 
@ltem 0611-L-02 (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS3441 ! 

52796515 
2003-18431 I 49.98:(DATE) 
National survey of fishing, hunting, and wildlife-associated recreation. 

v.: @ltem 0611-M-52 

I. Purl: http://purl.access.gpo.gov/GPO/LPS4428 OCLC 
09101960 

2003-18432 I 49.98/4:(DATE)A 


National survey of fishing, hunting, and wildlife-associated recreation 


OCLC 


@ltem 0614-D-03 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS4428 OCLC 
52848441 
2003-18433 I 49.98/4:(DATE)B 


National survey of fishing, hunting, and wildlife-associated recreation 


computer laser optical discs ; 
03 

i Purl: 
28946695 


@ltem 0600-D @ltem 0614-D- 


http://purl.access.gpo.gov/GPO/LPS4428 OCLC 





2003-18434 I 49.108:H 11/2/CD 

Final draft environmental impact statement, and habitat conservation 
plan for the proposed issuance of a multiple species incidental 
take permit for the J.L. Storedahl & Sons, Inc., Daybreak Mine 
Expansion and Habitat Enhancement Project, East Fork Lewis River, 
Clark County, Washington . — [2002] 


1 CD-ROM : Shipping list no.: 2003-0005-E. @lItem 0600- 
D-02 
OCLC 52007994 


LAND MANAGEMENT BUREAU 
Interior Dept. 
Washington, DC 20240 


2003-18435 1 53.2:OR 3/20/2002 
Oregon, Christmas Valley Sand Dunes. — [20027] 


1 sheet: Shipping list no.: 2002-0275-P. @lItem 0631 
OCLC 50739122 


2003-18436 1 53.2:SO 5 
Sonoran Desert National Monument. [2003] 
| map: Shipping list no.: 2003-0248-P. @lItem 0631 
OCLC 52823139 


2003-18437 1 53.11/4:33117-E 1-TM-100/2002 
California . BLM ed., 2002. (2003] 
1 map : (Surface management status) @lItem 0619-G-16 
OCLC 52734767 


2003-18438 1 53.11/4:33117-E 1-TM-100/2003 
California . BLM ed., 2003. [2003] 
1 map : (Surface management status) @ltem 0619-G-16 
OCLC 52734767 


2003-18439 1 53.11/4:38120-E 1-TM-100/2002 
California . BLM ed., 2002. [2003] 


1 map : (Surface management status) @ltem 0619-G-16 
OCLC 52734140 


2003-18440 1 53.11/4-2:39108-A 1-TM-100/2002 
Colorado . BLM ed. 2002. [2003] 
1 map : (Surface management status, mineral management status) 
@ltem 0619-G-16 
OCLC 52841193 


2003-18441 I 53.11/4-2:39108-A 1-TM-100/2002 
Colorado . BLM ed. 2002. [2003] 
1 map : (Surface management status, mineral management status) 
@item 0619-G-16 
OCLC 52841193 


2003-18442 I 53.35:1737-16/2003 
A user guide to assessing proper functioning condition and the sup- 
porting science for lentic areas . — Rev. — [2003] 
vi, 109 p. :— (Riparian area management) Shipping list no.: 
2003-0403-M. @ltem 0629-E-01 (MF) 
OCLC 52923734 


2003-18443 1 53.59:OR 3/2/V.1-3 
Proposed southeastern Oregon resource management plan and final 
environmental impact statement . — [2001] 
3 v. : Shipping list no.: 2003-0399-M. Contents: v. 1. Text 
— v. 2. Appendices — v. 3. Comment responses and reprinted 
letters. @ltem 0629-E-09 (MF) @Item 0629-E-09 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35802 OCLC 
52931096 


Government Publications — November 2003 


2003-18444 1 53.59:2003021418 


1 53.59:2003021419 
Supplemental draft environmental impact statement for the Jack Mor- 
row Hills coordinated activity plan/draft Green River resource man- 
agement plan amendment for public lands administered by the Bu- 
reau of Land Management, Rock Springs Field Office, Rock Springs 
Wyoming . — [2003] 
@ltem 0629-E-09 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35596 OCLC 
52891699 


MINERALS MANAGEMENT SERVICE 
Interior Dept. 
Washington, D.C. 20240 
2003-18445 1 72.12/2:2002-028 
Observation of the atmospheric boundary layer in the western and 
central Gulf of Mexico . — [2002] 
1 v. (various pagings) :— (OCS study) 
0330-M. @lItem 0671-F (MF) 
OCLC 52807602 


2003-18446 1 72.12/2:2002-063 
Deepwater program, northern Gulf of Mexico continental slope habitats 
and benthic ecology . — [2002] 
I v. (various pagings) :— (OCS study) Shipping list no.: 2003- 
0330-M. @lItem 0671-F (MF) 
OCLC 52777324 


2003-18447 I 72.12/2:2002-064 
Lagrangian study of circulation, transport, and vertical exchange in 
the Gulf of Mexico . — [2002] 
xili, 51 p. :— (OCS study) Shipping list no.: 2003-0330-M. 
@item 0671-F (MF) 
OCLC 52766841 


2003-18448 1 72.12/3:2001-080 
Investigation of blowout, High Island Block A 368, OCS-G 2433, 
May 9, 2001 . — [2002] 
ii, 13, [2] leaves :— (OCS report) Shipping list no.: 2003- 
0356-M. @Item 0671-F (MF) @lItem 0671-F (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34359 OCLC 
52786220 


2003-18449 I 72.12/3:2002-040 
Investigation of loss of well control, Eugene Island Block 277, OCS- 
G 10744 Well A-2, July 6, 2001 . — [2002] 
ii, 12, [8] leaves :— (OCS report) Shipping list no.: 2003- 
0330-M. @lItem 0671-F (MF) 
OCLC 52777247 


2003-18450 I 72.12/3:2002-076 
Investigation of fatal rental crane support brace failure Main Pass 
Block 255 *‘A’’ platform, OCS-G 07825, May 5, 2002 . — [2002] 
ii, 22, [13] leaves :— (OCS report) Shipping list no.: 2003- 
0356-M. @lItem 0671-F (MF) @Item 0671-F (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS34360 OCLC 
52786389 


2003-18451 I 72.12/11:2002-067 
Programmatic environmental assessment . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0330-M. @ltem 
00671-F (MF) 
OCLC 52930870 


2003-18452 1 72.12/11:2003-008 
Exploration activities in the eastern sale area . — [2003] 
xiv, 190, 12 p.: Shipping list no.: 2003-0330-M. 
F (MF) 
OCLC 52800906 


Shipping list no.: 2003- 


@ltem 0671- 
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Immigration and Naturalization Service — Justice Dept. 


2003-18453 I 72.12/11:2003-019 
Programmatic environmental assessment for grid 7 . — [2003] 
1 v. (various pagings) : Shipping list no.: 2003-0330-M. @Item 
0671-F (MF) 
OCLC 52800959 


2003-18454 I 72.12/11:2003-021 
Programmatic environmental assessment for grid 3 . — [2003] 
! vy. (various pagings) : Shipping list no.: 2003-0330-M. @lItem 
0671-F (MF) 
OCLC 52800990 


INTERNATIONAL TRADE COMMISSION 
Washington, DC 20436 


2003-18455 ITC 1.1:(DATE)A 
Year in review . 
(USITC publication) @lItem 0977 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS355 11 
50542489 


2003-18456 
Annual report . 
(USITC publication) @lItem 0977 (online) 
I Purl: http://purl.access.gpo.gov/GPO/LPS6652 
52881264 


ITC 1.1:(DATE)B 


2003-18457 
Annual report . 
v. : (USITC publication) @ltem 0977 (MF) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS6652 
08985951 


ITC 1.1:(DATE)C 


2003-18458 
Annual report . 
v.: (USITC publication) @ltem 0977 
: Purl: http://purl.access.gpo.gov/GPO/LPS6652 
02704690 


ITC 1.1:(DATE)D 


JUSTICE DEPARTMENT 
Washington, DC 20530 


Additional entries follow FBI entries. 


2003-18459 J 1.1:(DATE)F 
Fiscal year ... accountability report . 
@ltem 0717-C-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS6892 
52345150 

2003-18460 
Accountability report 

v.: @ltem 0717-C-1 (MF) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS6892 
50951118 


J 1.1:(DATE)G 


2003-18461 J 1.1:(DATE)H 
FY ... performance & accountability report . 
@ltem 0717-C-01 (online) 
I Purl: http://purl.access.gpo.gov/GPO/LPS6892 
52741335 
2003-18462 J 1.2:200301887 
Addressing sentencing-related changes in correctional health 
— [2001] 
@ltem 0717 (online) 


I Purl: http://purl.access.gpo.gov/GPO/LPS33987 OCLC 
52824032 
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2003-18463 J 1.2:2003019162 
Alameda County placement risk assessment validation . 
@ltem 0717 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34297 OCLC 
52834301 


— [2001]. 


2003-18464 J 1.2:2003019182 
Algorithmic image matching (AIM) . — [1999] 
@item 0717 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34301 
52823746 


OCLC 


2003-18465 J 1.8/2:V 66/2(DATE) 
Attorney General guidelines for victim and witness assistance . 
@ltem 0717-A-0! (online) 
I. Purl: Current issue only: 
LPS34844 OCLC 52831546 


http://purl.access.gpo.gov/GPO/ 


FEDERAL BUREAU OF INVESTIGATION 
Justice Dept. 
Washington, DC 20535 


2003-18466 
Crime in the United States. 
v. : (Uniform crime reports) @ltem 0722 @ltem 0722 (online) 
@item 0722-A-05 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS3082 OCLC 
42921043 


J 1.14/7:(DATE) 


2003-18467 J 1.14/26:(DATE) 
Financial institution fraud and failure report . 
@ltem 0721-A-08 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS25 141 
52888180 


JUSTICE DEPARTMENT 
Washington, DC 20530 


2003-18468 J 1.82:V 66/2/(DATE)A 
Attorney General guidelines for victim and witness assistance. 
v.; @ltem 0717-A-01 @ltem 0717-A-01 (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS34844 OCLC 43460687 


NATIONAL INSTITUTE OF CORRECTIONS 
Washington, DC 20534 


2003-18469 

Gender-responsive strategies . 

@ltem 0726-D (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS33526 OCLC 
52632840 


J 16.108:2003017989 
— [2003] 


IMMIGRATION AND NATURALIZATION 
SERVICE 
Justice Dept. 
Washington, DC 20536 


2003-18470 J 21.2:R 31/2 
Retiring to a new beginning . — Commemorative ed. — [2003] 
32 p.: Shipping list no.: 2003-0252-P. @ltem 0725 
OCLC 52872625 





DRUG ENFORCEMENT ADMINISTRATION 
Justice Dept. 
Washington, DC 20537 


2003-18471 J 26.1:(DATE) 
Annual report to Congress . 
v.: @Item 0968-H-29 @ltem 0968-H-29 (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS16055 OCLC 47941941 


ASSISTANCE BUREAU 
Justice Dept. 
Washington, DC 20531 


2003-18472 J 26.2:C 86/14 
Reducing crime . {20037} 
1 folded sheet (8 p.) : 
0968-H-01 
OCLC 52766655 


2003-18473 J 26.30:H 28/2 
Addressing hate crimes . — [2000] 
v, 19 p. ;— (Hate crimes series) Shipping list no.: 2000-0189- 
P. Contents: [ch.] 1. The @ltem 0717-N-01 @lItem 0717-N-01 
(online) 
L Purl: 
43767699 


2003-18474 
Cold case squads . — [2003] 
7 p. ;— (Bulletin) Shipping list no.: 2003-0245-P. @lItem 
0717-N-01 @ltem 0717-N-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34908 OCLC 
52840023 
2003-18475 J 26.33:C 73 
Comprehensive Communities Program . — [2000] 
3, [1] p. ;— (BJA fact sheet) Shipping list no.: 2001-0128- 
P. @ltem 0968-H-35 @lItem 0968-H-35 (online) 


a Purl: http://purl.access.gpo.gov/GPO/LPS35430 OCLC 
46492412 


Shipping list no.: 2003-0243-P. @lItem 


http://purl.access.gpo.gov/GPO/LPS4988 OCLC 


J 26.32:C 67 


NATIONAL INSTITUTE OF JUSTICE 
Justice Dept. 
Washington, DC 20531 


2003-18476 J 28.2:2003018762 
Ada County Sheriff's Office Internet site . — [1998] 
@ltem 0718-A (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS33989 OCLC 
52825375 


2003-18477 J 28.2:2003018768 
Ada County Sheriff's Office-Boise State University partnership . — 
[1998] 
@ltem 0718-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3399 | 
52823835 
2003-18478 J 28.14/2-2:(NOS) 
National Institute of Justice journal . 
@ltem 0968-H-10 (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS2215 OCLC 
45612209 


2003-18479 J 28.15/2:D 44 
Using DNA to solve cold cases. — [2002] 
vii, 23 p. :— (NIJ special report) Shipping list no.: 2002- 
0256-P. @lItem 0717-J_ @ltem 0717-J (online) 
OCLC 50483301 


OCLC 
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2003-18480 J 28.24/7:AD 7 
Adolescent violence . — [1998] 
1 folded sheet ({[4] p.) ;— (Research preview) Shipping list 
no.: 98-0128-P. @lItem 0718-A-29 @ltem 0718-A-29 (online) 
OCLC 38488412 


2003-18481 J 28.24/7:AD 7/2 
Adolescent girls . — [1999] 
[4] p. ;— (Research preview) Shipping list no.: 99-0379-P. 
@ltem 0718-A-29 @ltem 0718-A-29 (online) 
OCLC 42895876 


2003-18482 J 28.24/7:AD 9 
Adult patterns of criminal behavior. — [1996] 
| sheet ;— (Research preview) Shipping list no.: 96-0297-P. 
@ltem 0718-A-29 @ltem 0718-A-29 (online) 
OCLC 35132700 


2003-18483 J 28.38:C 81 
Correctional boot camps . — [2003] 
li, 12 p. :— (Research for practice) Shipping list no.: 2003- 
0256-P. @Item 0718-A-42 @ltem 0718-A-42 (online) 
IL. Purl: http://purl.access.gpo.gov/GPO/LPS35423 OCLC 
52880713 


2003-18484 J 28.38:M 34 
Marketing community policing in the news . — [2003] 
li, 6 p. :— (Research for practice) Shipping list no.: 2003- 
0256-P. @Item 0718-A-42 @lItem 0718-A-42 (online) 
IL. Purl: http://purl.access.gpo.gov/GPO/LPS35418 OCLC 
52880684 


JUSTICE STATISTICS BUREAU 
Justice Dept. 
Washington, DC 20531 


2003-18485 J 29.2:AL 1 
Alcohol and crime . — [1998] 
xi, 36, [1] p. : Shipping list no.: 98-0278-P. @lItem 0717- 
R-O1 @ltem 0717-R-01 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34342 OCLC 
39350037 


2003-18486 J 29.11/8:(DATE) 
Crime and the nation’s households . 
(Bulletin / Bureau of Justice Statistics) @lItem 0968-H-13 (on- 
line) 
I. Purl: 
52769027 


http://purl.access.gpo.gov/GPO/LPS24517 OCLC 


2003-18487 J 29.11/8:(DATE)A 
Crime and the nation’s households . 
4 v. : (Bulletin / U.S. Bureau of Justice Statistics) @ltem 0968- 
H-13 
OCLC 23215467 


2003-18488 J 29.11/8:(DATE)B 
Crime and the nation’s households . 
4 v. : (Bulletin / U.S. Bureau of Justice Statistics) @lItem 0968- 
H-13 (MF) 
OCLC 32827924 


2003-18489 J 29.11/8:(NO.) 


Crime and the nation’s households . 
4 v. : (Bulletin / U.S. Bureau of Justice Statistics) @ltem 0968- 
H-13 (MF) 
OCLC 32827924 
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2003-18490 J 29.13:1M 6/2002 
Immigration offenders in the federal criminal justice system, 2000 
. — [2002] 
— (Bureau of Justice statistics special report) @ltem 0968- 
H-16 (online) 
I. Purl: 
52501608 


2003-18491 J 29.31:SE 9/2 
Summary of state sex offender registries, 2001 . — [2002] 
— (Fact sheet) @ltem 0968-H-35 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34584 OCLC 
52808967 


2003-18492 J 29.40:R 18 (online) 
Rape and sexual assault . — [2002] 
— (Selected findings) @lItem 0717-R-20 
S Purl: http://purl.access.gpo.gov/GPO/LPS34215 OCLC 
52826036 


JUVENILE JUSTICE AND DELINQUENCY 
PREVENTION OFFICE 
Justice Dept. 
Washington, DC 20530 


2003-18493 J 32.10:R 11/2 
Race as a factor in juvenile arrests . — [2003] 
— (Juvenile justice bulletin) @{tem 0718-A-09 (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34535 OCLC 
52807823 


2003-18494 J 32.10/5:AD 2 
Addressing youth victimization . — [2001] 
19, [1] p. ;— (Action plan update) Shipping list no.: 2002- 
0050-P. @lItem 0718-A-05 @ltem 0718-A-05 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 16432 OCLC 
48615240 


2003-18495 J 32.20/3:2003019860 
Juveniles who have sexually offended . — [2001] 
— (OJJDP report) @ltem 0718-A-28 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35725 OCLC 
48541409 


2003-18496 J 32.21:58 
Accountability-based sanctions . — [1997] 
[2] p. :— (Fact sheet ; #58) Shipping list no.: 97-0217-P. 
@ltem 0718-G (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33988 OCLC 
36934846 


2003-18497 J 32.21/4:(DATE) 
Delinquency cases in juvenile courts . 
(719918-1994: Fact sheet) @lItem 0718-G-04 (online) 
: Purl: http://purl.access.gpo.gov/GPO/LPS7228 OCLC 
52931441 


2003-18498 
OJJDP news a glance . 
@ltem 0718-A-41 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS 18914 OCLC 
50308255 


http://purl.access.gpo.gov/GPO/LPS35756 OCLC 


J 32.25:(V.NO.&NOS.) 


COMMUNITY ORIENTED POLICING SERVICES 
Washington, DC 20530 

J 36.2:IN 6/SCH 6/2001 
. — Updated Sept. 20, 


2003-18499 
Addressing school-related crime and disorder 
2001. — [2001] 
@ltem 0720-C (online) 
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I. Purl: 
52760721 


http://purl.access.gpo.gov/GPO/LPS33992 OCLC 


SUPREME COURT 
Washington, DC 20543 


2003-18500 JU 6.8:(NOS.) 


United States reports . 

v.; @Item 0741 

I. Purl: 
04384322 


@ltem 0741-A (online) 
http://purl.access.gpo.gov/GPO/LPS30185 OCLC 


2003-18501 JU 6.8/A:(V.NO.&NOS.) 
Official reports of the Supreme Court. 
v.; @lItem 0740-B @lItem 0740-B (online) 
I. Purl: Current issues: http://purl.access.gpo.gov/GPO/LPS35288 
Il. Purl: Archived issues: http://purl.access.gpo.gov/GPO/LPS 1858 
OCLC 02532452 


2003-18502 
Slip opinion . 
@ltem 0740-A (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS35288 OCLC 
52900127 


JU 6.8/B:(NOS.) 


2003-18503 
Slip opinion . 
v.; @ltem 0740-A S/N 828-020-00000-5 
I. Purl: Current issues: http://purl.access.gpo.gov/GPO/LPS35288 
Il. Purl: Archived issues: http://purl.access.gpo.gov/GPO/LPS 1858 
OCLC 05129852 


JU 6.8/B:(NOS.)A 


ADMINISTRATIVE OFFICE OF UNITED 
STATES COURTS 
Washington, DC 20544 


2003-18504 JU 10.26:114 
Criminal monetary penalties . — [20007] 
1 v. (various pagings) :— (Monograph ; 114) Shipping list 
no.: 2003-0300-M. @lItem 0729-A-01 (MF) 
OCLC 52831818 


LABOR DEPARTMENT 
Washington, DC 20210 


2003-18505 L 1.7/2:W 93 
How to write an effective proposal . — [20037] 
1 folded sheet (6 p.) ; Shipping list no.: 2003-0256-P. 
0745-A 
OCLC 52870892 


LABOR STATISTICS BUREAU 
Labor Dept. 
Washington, DC 20212 


2003-18506 L 2.38/8-3:(DATE) 
News. Summary data from New York-northeastern New Jersey con- 
sumer price index . 
v.; @lItem 0768-F-06 
OCLC 52882662 


2003-18507 L 2.38/8-3:(DATE)A 
News. New York-northeastern New Jersey CPI . 
v.; @lItem 0768-F-06 @lItem 0768-F-06 (online) 
I. Purl: Latest issue only: http://purl.access.gpo.gov/GPO/LPS3312 
OCLC 16529415 





2003-18508 L 2.38/8-3:(DATE)B 


News. Summary data from New York-northern New Jersey consumer 
price index news release. 
v.; @lItem 0768-F-06 
I. Purl: Data from current issue: http://purl.access.gpo.gov/GPO/ 
LPS35499 OCLC 51696720 


2003-18509 L 2.38/8-3:(NO.) 
News. Summary data from New York-northeastern New Jersey con- 
sumer price index . 
v.; @ltem 0768-F-06 
OCLC 52882662 
2003-18510 L 2.71:(NOS)A 
A profile of the working poor. 
v. : (1986-87-1988-90: Bulletin) 
0768-G 
OCLC 28535477 
2003-18511 


NLS handbook . 
v.; @ltem 0769-A-03 @ltem 0769-A-03 (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS32907 OCLC 17197012 


INTERNATIONAL LABOR AFFAIRS BUREAU 
Labor Dept. 
Washington, DC 20210 


L 29.16:N 15/(DATE) 


@ltem 0768-A-01 @ltem 


L 2.135/2:(DATE) 


2003-18512 
Namibia . 
v. ; (Foreign labor trends ; FLT) 
OCLC 52441984 


2003-18513 

Sri Lanka . 

v. ; (Foreign labor trends ; FLT) 
OCLC 17789287 


2003-18514 L 29.18:(DATE) 
The Department of Labor’s 
labor . 
v.; @lItem 0745-A-06 @ltem 0745-A-06 (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS34090 OCLC 51737194 


@ltem 0749-E 


L 29.16:SR 3/(DATE) 


@ltem 0749-E 


... findings on the worst forms of child 


OCCUPATIONAL SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20210 


2003-18515 L 35.2:G 82 
Inside the green line . — [20037] 
35 p. : Shipping list no.: 2003-0251-P. @lItem 0765 @ltem 
0765 (online) S/N 029-016-00216-2 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35044 OCLC 
52848346 


2003-18516 


OSHA . 
computer optical discs ; 
OCLC 52758013 


2003-18517 


L 35.6/5:(DATE) 


@ltem 0766-D-02 


L 35.8:SA 1/6/994 
— 1994 (Re- 


Process safety management guidelines for compliance . 
printed). — [1994] 
@ltem 0745-C-01 (online) 


I. Purl: OCLC 


52698303 


http://purl.access.gpo.gov/GPO/LPS27017 


Government Publications — November 2003 


WORKER’S COMPENSATION PROGRAMS 
OFFICE 
Labor Dept. 
Washington, DC 20210 


2003-18518 L 36.402:B 46 


Beryllium diseases under EEOICPA. — [20037] 
1 folded sheet (6 p.) ; Shipping list no.: 2003-0179-P. @ltem 
0779-A-03 
OCLC 52513868 


EMPLOYMENT AND TRAINING 
ADMINISTRATION 
Labor Dept. 
Washington, DC 20213 


2003-18519 L 37.22/2:2002-06 
Youth Offender Demonstration Project process evaluation (final report) 
. — [2002] 
I v. (various pagings) ; 
0746-H-02 (MF) 
OCLC 52044776 


Shipping list no.: 2003-0173-M. @lItem 


MINE SAFETY AND HEALTH 
ADMINISTRATION 
Labor Dept. 
Arlington, VA 22203 


2003-18520 L 38.17/3:13/2003 
Fire safety . — Rev. 2003. — [2003] 
iil, 42 p. :— (Safety manual series ; 
no.: 2003-0407-M. @ltem 0637-K-05 (MF) 
OCLC 52923557 


SM 13) Shipping list 


2003-18521 
Metal/nonmetal fatalities . 
v. : (Other training material) 
M-O1 (online) 
I. Purl: 
40674277 


L 38.19/3:(DATE) 


@ltem 0637-M-01 @lItem 0637- 


http://purl.access.gpo.gov/GPO/LPS35674 OCLC 


2003-18522 
Coal fatalities . 
v. : (Other training material) 
K-08 (online) 
E Purl: 
40674187 


L 38.20/3-3:(DATE) 


@ltem 0637-K-08 @lItem 0637- 


http://purl.access.gpo.gov/GPO/LPS35680 OCLC 


PENSION AND WELFARE BENEFITS 
ADMINISTRATION 
Washington, DC 20201 


2003-18523 L 40.2:D 63/2003 
Pension and health care coverage— . —Rev. June 2003.— 2003. 
28 p. ; Shipping list no.: 2003-0230-P. @lItem 0773-C @ltem 
0773-C (online) 
i Purl: 
52741722 


http://purl.access.gpo.gov/GPO/LPS33962 OCLC 


2003-18524 L 40.8:2001043921 
Savings fitness . — [2001?] 
@ltem 0773-C-01 (online) 


LE Purl: http://purl.access.gpo.gov/GPO/LPS34890 OCLC 
52832189 
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National Aeronautics and Space Administration 


LIBRARY OF CONGRESS 
Washington, DC 20540 


2003-18525 LC 1.1:(DATE) 


Annual report of the Librarian of Congress for the fiscal year ending 


@ltem 0785 (online) 
i. Purl: http://purl.access.gpo.gov/GPO/LPS35409 OCLC 
52872210 


2003-18526 LC 1.1:(DATE)A 
Annual report of the Librarian of Congress for the fiscal year ended 
... [Departmental ed.] 
v.: @ltem 0785 (MF) 
OCLC 17728570 


2003-18527 LC 1.1:(DATE)B 
Annual report of the Librarian of Congress for the fiscal year ending 


@ltem 0785 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35409 OCLC 
52872210 
2003-18528 LC 1.1:(NO.) 


Annual report of the Librarian of Congress for the fiscal year ending 


@ltem 0785 (online) 
& Purl: http://purl.access.gpo.gov/GPO/LPS35409 OCLC 
52872210 
2003-18529 LC 1.2:L 52 
‘Here to stay’’ . — [20037] 
1 folded sheet (14 p.) : 
0786 
OCLC 52871382 


Shipping list no.: 2003-0255-P. @lItem 


2003-18530 
NUCMC . — [2003] 
1 folded sheet (4 p.) ; 
0786 
OCLC 52765652 


LC 1.2:N 21/7 


Shipping list no.: 2003-0243-P. @ltem 


2003-18531 LC 1.30/8:(DATE) 
Accessions list, Eastern and Southern Africa 
v.; @ltem 0785-B-01 (MF) 
OCLC 34743769 
2003-18532 LC 1.30/8-4:(DATE) 
Quarterly index to africana periodical literature . 
v.; @lItem 0785-B-01 (MF) 


I Purl: http://purl.access.gpo.gov/GPO/LPS35374 OCLC 
50021980 


COPYRIGHT OFFICE 
Library of Congress 
Washington, DC 20559 
2003-18533 LC 3.4/2:2003019621 
Copyright information circulars and factsheets . 
@ltem 0802-A (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS332 OCLC 52175185 


NATIONAL LABOR RELATIONS BOARD 
Washington, DC 20570 


2003-18534 LR 1.16:(DATE) 
N.L.R.B. election report. Cases closed . 
v.; @ltem 0825-A @ltem 0825-A (online) 
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I. Purl: 
02620756 


http://purl.access.gpo.gov/GPO/LPS35371 OCLC 


NATIONAL AERONAUTICS AND SPACE 
ADMINISTRATION 
Washington, DC 20546 


2003-18535 NAS 1.15:107486 
Microgravity environment description handbook . — [1997] 
1 v.— (NASA technical memorandum ; 107486) Shipping list 
no.: 99-0141-M. @ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 43463485 


2003-18536 NAS 1.15:107518 
Passage-averaged description of wave rotor flow . — [1998] 

1 v.— (NASA technical memorandum ; 107518.) Shipping list 
no.: 1999-0141-M. @lItem 0830-D (MF) GPO abridged cata- 
loging. 

OCLC 52760596 


2003-18537 NAS 1.15:110322 


Multidisciplinary optimization of an aerospike nozzle . — [1997] 
16 p. :— (NASA technical memorandum ; 110322) Shipping 
list no.: 98-0790-M. @ltem 0830-D (MF) 
OCLC 47245953 


2003-18538 NAS 1.15:110850 
The nucleus of our galaxy . — [1993] 
1 v. :— (NASA-TM ; 110850) Shipping list no.: 1999-0618- 
M. @ltem 0830-D (MF) 
OCLC 44561471 


2003-18539 NAS 1.15:111224 
STS-78 space shuttle mission report . — [1996] 
(NASA-TM 111224) Shipping list no.: 98-0599-M. 
@ltem 0830-D (MF) GPO abridged cataloging. 
OCLC 43463412 


2003-18540 
ITALSAT . — [1995] 
25-32 p. :— (NASA TM ; 
0791-M. @lItem 0830-D (MF) 
OCLC 47248231 


2003-18541 NAS 1.15:112194 
Measurement of air flow characteristics using seven-hole cone probes 
. — [1997] 
v, 53 p. :— (NASA technical memorandum ; 112194) Shipping 
list no.: 99-0055-M. @lItem 0830-D (MF) 
OCLC 47729066 


2003-18542 NAS 1.15:112202 
Exact integrations of polynomials and symmetric quadrature formulas 
over arbitrary polyhedral grids . — [1997] 
21 p. :— (NASA technical memorandum ; 
list no.: 99-00S-M. @lItem 0830-D (MF) 
OCLC 47774508 


2003-18543 NAS 1.15:112471 
Demonstrating reduced gravity . — [1997] 
p. 172-175 :— (NASA-TM ; 112471) Shipping list no.: 98- 
0599-M. @lItem 0830-D (MF) 
OCLC 47248200 


2003-18544 NAS 1.15:112476 
Thermocapillary bubble migration . — [1997] 
p. 593-612 :— (NASA/TM ; 112476) Shipping list no.: 98- 
0599-M. @lItem 0830-D (MF) 
OCLC 43463511 


NAS 1.15:111640 


111640) Shipping list no.: 98- 


112202) Shipping 





2003-18545 NAS 1.15:112482 


Flow transitions in a rotating magnetic field . — [1997] 
p. 454-[459]— (NASA-TM ; 112482) Shipping list no.: 99- 
0141-M. @Item 0830-D (MF) 
OCLC 47964476 


2003-18546 NAS 1.15:112637 
Sample delivery and computer control systems for detecting leaks 
in the main engines of the space shuttle . — [1997] 
1 v.— (NASA/TM ; 112637) Shipping list no.: 99-0141-M. 
@Item 0830-D (MF) GPO abridged cataloging. 
OCLC 52834575 


2003-18547 NAS 1.15:112763 


Flowfield measurements inside a boundary-layer bleed shot . — [1996] 
p. 1977-1983 :— (NASA-TM ; 112763) Shipping list no.: 99- 
0055-M. @Item 0830-D (MF) 
OCLC 47695887 


2003-18548 NAS 1.15:112838 


Inlet shape effects on the far-field sound of a model fan . — [1997] 
11 p. :— (NASA TM ; 112838) Shipping list no.: 98-0599- 
M. @Item 0830-D (MF) 
OCLC 47246031 


2003-18549 NAS 1.15:205730 
Automatic abstraction in planning . — [1991] 
xiii, 140 p. :— (Report ; no. STAN-CS-91-1357) Shipping 
list no.: 98-0599-M. @lItem 0830-D (MF) 
OCLC 47248202 


2003-18550 NAS 1.15:205731 
Irrelevance reasoning in knowledge based systems . — [1998] 

1 v.— ({NASA technical memorandum ; 205731]) Shipping 
list no.: 99-0685-M. @lItem 0830-D (MF) GPO abridged cata- 
loging. 

OCLC 52848991 


2003-18551 NAS 1.15:205909 
Assimilation of satellite data in regional air quality models . 
[1998] 

1 v.— ({NASA technical memorandum ; 205909]) Shipping 
list no.: 99-0618-M. @lItem 0830-D (MF) GPO abridged cata- 
loging. 

OCLC 52850008 


2003-18552 NAS 1.15:205922 
Abstraction planning in real time . — [1994] 
xii, 105 p. : — (Report / Stanford University. Dept. of Computer 
Science ; STAN-CS-TR-94-1512) Shipping list no.: 98-0599-M. 
OCLC 47246017 


2003-18553 NAS 1.15:206542 
Mechanical- and thermal-buckling behavior of rectangular plates with 
different central cutouts . — [1998] 

1 v.— (NASA/TM ; 1998-206542) Shipping list no.: 1999- 
0168-M. @Item 0830-D (MF) @lItem 0830-D (online) GPO 
abridged cataloging. 

OCLC 52758943 


2003-18554 NAS 1.15:207918 
A comparison of space and ground based facility environmental effects 
for FEB Teflon . — [1998] 
1 v.— (NASA/TM ; 1998-207918) Shipping list no.: 1999- 
0559-M. @lItem 0830-D (MF) GPO abridged cataloging. 
OCLC 52760328 
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2003-18555 NAS 1.15:207981 
Recent productivity improvements to the National Transonic Facility 
. — [1998] 

1 v.— (NASA/TM ; 1998-207981) Shipping list no.: 1999- 
0354-M. @lItem 0830-D (MF) @lItem 0830-D (online) GPO 
abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34294 OCLC 
52765623 


2003-18556 NAS 1.15:208904 
A review of NASA Lewis’ development plans for computational sim- 
ulation of aircraft icing . — [1999] 

1 v.— (NASA/TM ; 1999-208904) Shipping list no.: 1999- 
0559-M. @lItem 0830-D (MF) @lItem 0830-D (online) GPO 
abridged cataloging. 

OCLC 52760784 


2003-18557 NAS 1.18:G 13/2 
Active galaxies educational unit . — [20037] 
36 p.: Shipping list no.: 2003-0236-P. @lItem 0830-F @ltem 
0830-F (online) 
I. Purl: 
52785692 


2003-18558 NAS 1.26:4736 
Cost Optimization Software for Transport Aircraft Design Evaluation 
(COSTADE) . — [1996] 

1 v.— (NASA contractor report ; 4736) Shipping list no.: 1998- 
0832-M. @Item 0830-H-14 (MF) @lItem 0830-H-14 (online) 
GPO abridged cataloging. 

3 Purl: http://purl.access.gpo.gov/GPO/LPS34370 OCLC 
52785973 


2003-18559 NAS 1.26:4762 
Diagnostic analyzer for gearboxes (DAG) . — [1997] 
v, 68 p. ;— (NASA contractor report ; 4762) Shipping list 
no.: 1998-1098-M. @Item 0830-H-14 (MF) 
OCLC 48961424 


2003-18560 NAS 1.26:4777 
The NASA Lewis Research Center water tunnel facility . — 1997. 
11 p. :— (NASA contractor report ; 4777) Shipping list no.: 
98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47440554 


2003-18561 NAS 1.26:176143 
Hardware test program for evaluation of baseline range/range rate 
sensor concept . — [1985] 
1 v.— (NASA/CR ; 176143) Shipping list no.: 95-0748-M. 
@ltem 0830-H-14 (MF) GPO abridged cataloging. 
OCLC 52759742 


2003-18562 NAS 1.26:178874 
Mechanical properties of various alloys in hydrogen . — [1986] 
1 v.— (NASA/CR ; 178874) Shipping list no.: 95-0748-M. 
@item 0830-H-14 (MF) GPO abridged cataloging. 
OCLC 52759515 


2003-18563 NAS 1.26:201625 


On the optimal number of subdomains for hyperbolic problems on 
parallel computers . — [1997] 
i, 12 p. :— (NASA contractor report 
no.: 98-1098-M. @Item 0830-H-14 (MF) 
OCLC 47774537 


2003-18564 NAS 1.26:201625 
On the optimal number of subdomains for hyperbolic problems on 
parallel computers . — [1997] 
i, 12 p. :— (NASA contractor report ; 
no.: 98-1098-M. @Item 0830-H-14 (MF) 
OCLC 47774537 


http://purl.access.gpo.gov/GPO/LPS34169 OCLC 


; 201625) Shipping list 


201625) Shipping list 
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2003-18565 NAS 1.26:201693 
Shock tunnel studies of scramjet phenomena 1994 . supplements 11 
and 12 / —[1997] 
1 v.— (NASA contractor report ; 201693) Shipping list no.: 
98-0356-M. @ltem 0830-H-14 (MF) GPO abridged cataloging. 
OCLC 43480399 


2003-18566 
OPUS . —[1997] 
i, 25 p.— (NASA contractor report ; 201707) Shipping list 
no.: 1998-0848-M. @lItem 0830-H-14 (MF) 


i. Purl: http://purl.access.gpo.gov/GPO/LPS34333 OCLC 
47248228 


NAS 1.26:201707 


2003-18567 NAS 1.26:201919 
Mars micro-meteorology station electronic design, assembly and test 
project . —[1996?] 
1 v.— (NASA-CR ; 201919) 
M. @ltem 0830-H-14 (MF) 
OCLC 47245901 


Shipping list no.: 1998-0858- 


2003-18568 NAS 1.26:202173 
Compton mirror in NGC 4151 . — [1996] 

1 v.— ({NASA contractor report] ; NASA CR-202173) Ship- 
ping list no.: 98-0975-M. @lItem 0830-H-14 (MF) GPO abridged 
cataloging 

OCLC 52852844 
2003-18569 NAS 1.26:203258 
Twin tail/Delta wing configuration buffet due to unsteady vortex break- 
down flow . —[1997] 

15 p.:— ({NASA contractor report] ; NASA-CR-203258) Ship- 

ping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47444262 


2003-18570 NAS 1.26:203259 
Computation and validation of fluid/structure twin tail buffet response 
— [1997] 
{2}, 10 p. :— ({NASA contractor report] 
Shipping list no.: 98-0356-M. 
OCLC 47444523 


> NASA-CR-203259) 
@ltem 0830-H-14 (MF) 


2003-18571 NAS 1.26:204393 
Robust EZW image coding for noisy channels . — [1997] 
9 p. :— ({NASA contractor report] ; NASA-CR-204393) Ship- 
ping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47444861 


2003-18572 NAS 1.26:204442 


Investigation of field emitter array vacuum microtriodes for space 


electronics applications . — [1997] 
10 p. :— ({NASA contractor report] ; NASA-CR-204442) Ship- 
ping list no.: 98-0495-M. @ltem 0830-H-14 (MF) 
OCLC 47520787 


2003-18573 NAS 1.26:204482 
Are large core radius clusters merging systems? — [1997] 

1-2, 1-22, 1-3 p. :— ({NASA contractor report] ; NASA-CR- 
204482) Shipping list no.: 98-0495-M. Contents: Gravitating 
mass of the x-ray bright lensing cluster Al689 / S. Daines ... 
{et al.] — Abell 2218 : x-ray lensing, merger or both? (draft version, 
March 7, 1997) / Maxim Markevitch. @lItem 0830-H-14 (MF) 

OCLC 47520792 


2003-18574 
HARP . — [1997] 
10 p. :— (RIACS technical report 


98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47441787 


NAS 1.26:204489 


; 97-01) Shipping list no.: 
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2003-18575 NAS 1.26:204491 
Binary oscillatory crossflow electrophoresis . — [1997] 
23 p. :— ({NASA contractor report] ; NASA-CR-204491) Ship- 
ping list no.: 98-0495-M. @lItem 0830-H-14 (MF) 
OCLC 47520798 


2003-18576 NAS 1.26:204542 
Nonstationary gravity wave forcing of the stratospheric zonal mean 
wind . —[1997] 
p. 23,465-23,474 :— ([{[NASA contractor report] ; NASA-CR- 
204542) Shipping list no.: 98-0356-M. @Item 0830-H-14 (MF) 
OCLC 47442470 


2003-18577 NAS 1.26:204554 


A new method of deriving time-averaged tropospheric column ozone 
over the tropics using total ozone mapping spectrometer (TOMS) 
radiances . — [1997] 

p. 24,317-24,330 :— ({NASA contractor report] ; NASA-CR- 
204554) Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47442442 


2003-18578 NAS 1.26:204557 
Observations of dynamic strain aging in polycrystalline NiAl . 
[1997] 
p. 593-600 :— ([NASA contractor report] ; NASA-CR-204557) 
Shipping list no.: 98-0317-M. @lItem 0830-H-14 (MF) 
OCLC 48968563 


2003-18579 NAS 1.26:204558 
Bubble and slug flow at microgravity conditions . — [1997] 
p. 155-173 :— ({NASA contractor report] ; NASA-CR-204558) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47442452 


2003-18580 NAS 1.26:204559 


Investigation of photoluminescence and photocurrent in InGaAsP/InP 
strained multiple quantum well heterostructures . — [1997] 
p. 394-399 :— ([NASA contractor report] ; NASA-CR-204559) 
Shipping list no.: 98-0348-M. @lItem 0830-H-14 (MF) 
OCLC 47520845 


2003-18581 NAS 1.26:204570 
Goddard high resolution spectrograph observations of variability in 
the RS canum venaticorum system V711 taurt (HR 1099) . — 
[1997] 
1 v.— ({NASA contractor report] ; NASA-CR-204570) Ship- 
ping list no.: 98-0356-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 


OCLC 43486059 


2003-18582 NAS 1.26:204572 
The local Ly[ALPHA) forest . — [1997] 
p. 24-43 ;— ({NASA contractor report] ; NASA-CR-204572) 
@ltem 0830-H-14 (MF) 
OCLC 47441772 


2003-18583 NAS 1.26:204578 


Novel afferent terminal structure in the crista ampullaris of the gold- 
fish, carassius auratus . — [1997] 
p. 572-579 :— ({NASA contractor report] ; NASA-CR-204578) 
Shipping list no.: 2003-98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47441725 


2003-18584 NAS 1.26:204586 
Convective influence on radial segregation during unidirectional solidi- 
fication of the binary alloy HgCdTe . — [1997] 

p. 57-68 :— (Proceedings / SPIE—the International Society for 
Optical Engineering ; v. 2809) Shipping list no.: 98-0317-M. 
@ltem 0830-H-14 (MF) 

OCLC 47723998 





2003-18585 NAS 1.26:204587 
Global evolution of solid matter in turbulent protoplanetary disks. 
I, Aerodynamics of solid particles . — [1997] 
p. 301-312 :— ({NASA contractor report] ; NASA CR-204587) 
Shipping list no.: 98-0348-M. @ltem 0830-H-14 (MF) 
OCLC 47520770 


2003-18586 NAS 1.26:204588 
Axisymmetric two-dimensional computation of magnetic field dragging 
in accretion disks . — [1997] 
p. 653-665 :— ({NASA contractor report] ; NASA CR-204588) 
@item 0830-H-14 (MF) 
OCLC 47520768 


2003-18587 NAS 1.26:204594 
Cometary nuclei and tidal disruption . — [1997] 
p. 248-274 :— ([{NASA contractor report] ; NASA-CR-204594) 


Shipping list no.: 2003-98-0348-M. @lItem 0830-H-14 (MF) 
OCLC 47520767 


2003-18588 NAS 1.26:204595 
Monte Carlo simulation of the rapid crystallization of bismuth-doped 
silicon . — [1997] 
p. 2530-2533 :— ({NASA contractor report] ; NASA-CR- 
204595) Shipping list no.: 98-0348-M. @ltem 0830-H-14 (MF) 
OCLC 47520765 


2003-18589 NAS 1.26:204596 
Ring current development during storm main phase . — [1997] 
p. 15.311-15.322 :— ({NASA contractor report] ; NASA-CR- 


204596) Shipping list no.: 98-0348-M. @ltem 0830-H-14 (MF) 
OCLC 47520748 


2003-18590 NAS 1.26:204601 
Short-term chromospheric variability in [alpha] Tauri (KS Ill) . — 
[1997] 
p. 426-433— ({NASA contractor report] ; NASA-CR-204601) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47441591 


2003-18591 NAS 1.26:204607 
Electron emission observations from as-grown and vacuum-coated 
chemical vapor deposited diamond . — [1997] 
p. 2046-2049 :— ({NASA contractor report] NASA-CR- 
204607) Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47441579 


2003-18592 NAS 1.26:204612 
Nonlinear optical properties of organic and polymeric thin film mate- 
rials of potential for microgravity processing studies . — [1997] 
p. 125-135 :— (Proceedings / SPIE—the International Society 
for Optical Engineering ; v. 2809) Shipping list no.: 98-0356- 
M. @lItem 0830-H-14 (MF) 
OCLC 47441474 


2003-18593 NAS 1.26:204621 
Effect of correlated precision errors on uncertainty of a subsonic ven- 
turi calibration . — [1997] 
p. 1862-1867 :— ({NASA contractor report] NASA-CR- 
204621) Shipping list no.: 98-0317-M. @Item 0830-H-14 (MF) 
OCLC 47361146 


2003-18594 NAS 1.26:204624 
Correlation of slag explusion with ballistic anomalies in shuttle solid 
rocket motors . — [1997] 

p. 625-631— ({NASA contractor report] ; NASA-CR-204624) 
Shipping list no.: 98-0317-M. @Item 0830-H-14 (MF) GPO 
abridged cataloging. 

OCLC 52871157 
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2003-18595 NAS 1.26:204641 
An optical study of the circumstellar environment around the Crab 
Nebula . — [1997] 
p. 354-363 :— ({NASA contractor report] ; NASA-CR-204641) 
Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47361172 


2003-18596 NAS 1.26:204642 
The 67 Hz feature in the black hole candidate GRS 1915105 as 
a possible ‘‘diskoseismic’’ mode . — [1997] 
p. L91-L94— ([{NASA contractor report] ; NASA-CR-204642) 
Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47361240 


2003-18597 NAS 1.26:204650 
Calmodulin gene family in potato . — [1997] 
p. 693-703 :— ([{NASA contractor report] ; NASA-CR-204650) 
Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47361309 


2003-18598 NAS 1.26:204659 
U-groove aluminum weld strength improvement . — [1997] 
p. 133-136 :— ({NASA contractor report] ; NASA-CR-204659) 
Shipping list no.: 98-0317-M. @Item 0830-H-14 (MF) 
OCLC 47745744 


2003-18599 NAS 1.26:204665 
The CORSAGE’ programme . — [1997] 
p. 305-321 :— ({NASA contractor report] ; NASA-CR-204665) 
Shipping list no.: 98-0348-M. @ltem 0830-H-14 (MF) 
OCLC 47361349 


2003-18600 NAS 1.26:204667 
Elucidation of the cross-link structure of nadic-end-capped polyimides 
using NMR of (13)C-labeled polymers . — [1997] 
p. 515-519 :— ({NASA contractor report] ; NASA-CR-204667) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47361318 


2003-18601 NAS 1.26:204668 
Paralinear oxidation of CVD SiC in water vapor . — [1997] 
p- 197-205 :— ({NASA contractor report] ; NASA-CR-204668) 
Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47361330 


2003-18602 NAS 1.26:204669 


On the oscillation of combustion of a laminar spray — [1997] 
p. 543-549 :— ({NASA contractor report] ; NASA CR-204669) 
Shipping list no.: 98-0348-M. @ltem 0830-H-14 (MF) 
OCLC 47445419 


2003-18603 NAS 1.26:204670 
Radio emissions from the outer heliosphere . — [1997] 
p. [53]-66 :— ({NASA contractor report] ; NASA-CR-204670) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47443031 


2003-18604 NAS 1.26:204673 
Modeling of Jovian hectometric radiation source locations . — [1997] 
p. 27.045-27.052 :— ({NASA contractor report] ; NASA-CR- 
204673) Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47442955 


2003-18605 NAS 1.26:204676 
Galaxy clustering around nearby luminous quasars . — [1997] 
p. 469-474— ({[NASA contractor report] ; NASA-CR-204676) 


Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47442975 
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2003-18606 NAS 1.26:204679 
Wear and friction behavior of metal impregnated microporous carbon 
composites . — [1997] 
p. 3727-3738 :— ({NASA contractor report] NASA-CR- 
204679) Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47442986 


2003-18607 NAS 1.26:204681 
Manifestations of dynamic strain aging in soft-oriented NiAl single 
crystals . — [1997] 
p. 3542-3557 : ill.— ({NASA contractor report] ; NASA CR- 
204681) Shipping list no.: 98-0348-M. @lItem 0830-H-14 (MF) 
OCLC 47444876 


2003-18608 NAS 1.26:204686 
Self-consistent superthermal electron effects on plasmaspheric refilling 
. —[1997]} 
p. 7523-7536 :— ({NASA contractor report] NASA-CR- 
204686) Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47443126 


2003-18609 NAS 1.26:204689 
Near-surface geologic units exposed along Ares Vallis and in adjacent 
areas . — [1997] 
p. 4219-4229 (INASA contractor report] NASA-CR- 
204689) Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47361476 


2003-18610 NAS 1.26:204691 
Argon-40/argon-39 age spectra of Apollo 17 highlands breccia samples 
by laser step heating and the age of the Serenitatis basin . — 
[1997] 
p. 26,069-26,084 :— ({[NASA contractor report] ; NASA-CR- 
204691) Shipping list no.: 98-0495-M. @lItem 0830-H-14 (MF) 
OCLC 47520802 


2003-18611 NAS 1.26:204692 
The complex stratigraphy of the highland crust in the Serenitatis region 
of the Moon inferred from mineral fragment chemistry . — [1997] 
p. 1083-1105 :— ({NASA contractor report] NASA-CR- 
204692) Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47248248 


2003-18612 NAS 1.26:204697 
Compositional analysis of the Orientale basin using full resolution 
Clementine data . — [1997] 

p. 445-448 — ([NASA contractor report] 
Shipping list no.: 
abridged cataloging. 

OCLC 52871122 


; NASA-CR-204697) 
98-0317-M. @Item 0830-H-14 (MF) GPO 


2003-18613 NAS 1.26:204699 
Low pressure experimental simulation of electrical discharges above 
and inside a cloud . — [1997] 
p. 271-279 :— ({NASA contractor report] ; NASA-CR-204699) 
Shipping list no.: 98-0495-M. @lItem 0830-H-14 (MF) 
OCLC 47520825 


2003-18614 NAS 1.26:204700 
Buoyancy-driven heat transfer during application of a thermal gradient 
for the study of vapor deposition at low pressure using an ideal 
gas . —[1997] 
p. 289-302 :— ({NASA contractor report] ; NASA-CR-204700) 
Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47361527 


Page 72 


2003-18615 NAS 1.26:204715 
Near infrared imaging of the Hubble deep field with the Keck tele- 
scope . — [1997] 
p. 474-482 :— ({NASA contractor report] ; NASA-CR-204715) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47251189 


2003-18616 NAS 1.26:204719 
Application of high-resolution thermal infrared remote sensing and 
GIS to assess the urban heat island effect . — [1997] 
p. 287-304 :— ({NASA contractor report] ; NASA-CR-204719) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47520747 


2003-18617 NAS 1.26:204720 
Self-consistent and time-dependent solar wind models . — [1997] 
p. L143-L145 :— ({NASA contractor report] ; NASA-CR- 
204720) Shipping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47442943 


2003-18618 NAS 1.26:204728 
Growth of cadmium-zinc telluride crystals by controlled seeding 
*‘contactless’’ physical vapor transport . — [1997] 
p. 20-26 :— ([NASA contractor report] ; NASA-CR-204728) 
Shipping list no.: 98-0495-M. @lItem 0830-H-14 (MF) 
OCLC 47520811 


2003-18619 NAS 1.26:204735 
Combination of TOPEX/POSEIDON data with a hydrographic inver- 
sion for determination of the oceanic general circulation and its 
relation to geoid accuracy . —- [1997] 
p. 708-722 :— ([{NASA contractor report] ; NASA-CR-204735) 
Shipping list no.: 98-0317-P. @lItem 0830-H-14 (MF) 
OCLC 47974425 


2003-18620 NAS 1.26:204741 
The octavolateralis system and Mauthner cell interactions and questions 
. — [1997] 
p. 124-130— ({NASA contractor report] ; NASA-CR-204741) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47444927 


2003-18621 NAS 1.26:204797 
Comparison testings between two high-temperature strain measurement 
systems . — [1997] 
p. 430-435 :— ([{NASA contractor report] : NASA-CR-204797) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47454897 


2003-18622 NAS 1.26:204798 
Respondents, operants, and emergents . — [1997] 
8 p.— ({NASA contractor report] : NASA-CR-204798) Ship- 
ping list no.: 98-0317-M. @Item 0830-H-14 (MF) 
OCLC 48968560 


2003-18623 NAS 1.26:204799 
Oligomerization of _ negatively-charged 
carbonyldiimidazole . — [1997] 
p. 539-545 :— ({NASA contractor report] ; NASA-CR-204799) 
Shipping list no.: 98-0317-M. @lItem 0830-H-14 (MF) 
OCLC 47967164 


amino acids by 


2003-18624 NAS 1.26:204801 
Fault injection techniques and tools . — [1997] 
p. 75-82 :— ({NASA contractor report] ; NASA-CR-204801) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47440587 





2003-18625 NAS 1.26:204802 
Adaptation of a fast optimal interpolation algorithm to the mapping 
of oceanographic data . — [1997] 
p. 10.573-10.5841 :— ({NASA contractor report] ; NASA-CR- 
204802) Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47441449 


2003-18626 NAS 1.26:204809 
The dust-to-gas ratio in the damped Ly[ALPHA] clouds toward the 
gravitationally lensed QSO 0957561 . — [1997] 
p. 568-573 :— ({NASA contractor report] ; NASA-CR-204809) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47440577 


2003-18627 NAS 1.26:204810 
Spectra of high-ionization Seyfert | galaxies . — [1997] 
p. 280-300 :— ({NASA contractor report] ; NASA-CR-204810) 
Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47440566 


2003-18628 NAS 1.26:204838 
Metastable solution thermodynamic properties and crystal growth kinet- 
ics . — [1997] 
p. 1078-1084 :— ({NASA contractor report] ; NASA-CR- 
204838) Shipping list no.: 98-0356-M. @lItem 0830-H-14 (MF) 
OCLC 47918836 


2003-18629 NAS 1.26:204843 
Catalysis of the oligomerization of o-phospho-serine, aspartic acid, 
or glutamic acid by cationic micelles . — [1997] 
p. 1-5 :— ({NASA contractor report] ; NASA CR-204843) 
Shipping list no.: 98-0317-M. @lItem 0830-H-14 (MF) 
OCLC 47729700 


2003-18630 NAS 1.26:204850 
Effect of hindlimb unloading on rat soleus fiber force, stiffness and 
calcium sensitivity . — [1997] 
p. 1796-1802 :— ({NASA contractor report] 
204850) Shipping list no.: 98-0317-M. 
OCLC 47925116 


NASA CR- 
@ltem 0830-H-14 (MF) 


2003-18631 NAS 1.26:204866 
The singularity mystery associated with a radially continuous Maxwell 
viscoelastic structure . — [1997] 
p. 849-865 :— ([{NASA contractor report] ; NASA CR-204866) 
Shipping list no.: 98-0348-M. @lItem 0830-H-14 (MF) 
OCLC 47443065 


2003-18632 NAS 1.26:204867 
Kinetics of static strain aging in polycrystalline NiAl-based alloys 
. — [1997] 
p. 121-129 :— ({NASA contractor report] ; NASA-CR-204867) 
Shipping list no.: 98-0356-M. @Item 0830-H-14 (MF) 
OCLC 47918788 


2003-18633 NAS 1.26:204884 
Geomagnetic storm effects in the low- to middle-latitude upper 
thermosphere . — [1997] 
p. 14,673-14,691 :— ({NASA contractor report] ; NASA-CR 
204884) Shipping list no.: 98-0348-M. @lItem 0830-H-14 (MF) 
OCLC 47443357 


2003-18634 NAS 1.26:204886 
One-dimensional hybrid satellite track model for the Dynamics Ex- 
piorer 2 (DE2) satellite . — [1997] 
p. 1611-1624 ({NASA contractor report] 
204886) Shipping list no.: 98-0317-M. 
OCLC 47974430 


NASA CR- 
@ltem 0830-H-14 (MF) 
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2003-18635 NAS 1.26:204897 
An Apollo 15 mare basalt fragment and lunar mare provices . 
[1997] 
p. 50-59 :— ({NASA contractor report] 
@ltem 0830-H-14 (MF) 
OCLC 43832017 


: NASA-CR-204897) 


2003-18636 NAS 1.26:204908 
Goddard high-resolution spectrograph observations of Procyon and HR 
1099 . — [1997] 
p. 761-782 :— ({NASA contractor report] 
Shipping list no.: 98-0317-M. 
OCLC 47966517 


; NASA-CR-204908) 
@ltem 0830-H-14 (MF) 


2003-18637 NAS 1.26:204914 
Modeling and dynamic analysis of paralleled dc/dc converters with 
master-slave current sharing control . — [1997] 
p. 678-684 :— ({NASA contractor report] ; NASA-CR-204914) 
Shipping list no.: 98-0356-M. 
OCLC 47520836 


2003-18638 NAS 1.26:204915 
Plasma heating and flow in an auroral arc . —[1997] 
p. 5279-5297 :— ({[NASA contractor report] 
204915) Shipping list no.: 98-0317-M. 
OCLC 47974434 


NASA CR- 
@ltem 0830-H-14 (MF) 


2003-18639 NAS 1.26:204920 
Adaptive identification and characterization of polar ionization patches 
. — [1997] 
p. 23,819-23,827 :— ({NASA contractor report] ; NASA-CR- 
204920) Shipping list no.: 98-0317-M. @lItem 0830-H-14 (MF) 
OCLC 47724119 


2003-18640 NAS 1.26:204940 
Four-dimensional oceanic and atmospheric data assimilation with trop- 
ical rainfall measuring mission data . — [1997] 
[1], 2 p, p. 275-287, p. 631-637 :— ({NASA contractor report] 
; NASA-CR-204940) Shipping list no.: 98-0317-M. @ltem 0830- 
H-14 (MF) 
OCLC 47965932 


2003-18641 NAS 1.26:204942 
NASA grant NAGW-4256 final progress report . — [1997] 
[10] p. :— ({NASA contractor report] ; NASA-CR 204942) 
Shipping list no.: 98-0348-M. @lItem 0830-H-14 (MF) 
OCLC 47444233 


2003-18642 NAS 1.26:204946 
A combined MGII/CAII survey of stellar magnetic activity in the 
solar neighborhood . — [1997] 
15 p.:— ({NASA contractor report] ; NASA-CR-204946) Ship- 
ping list no.: 98-0356-M. @ltem 0830-H-14 (MF) 
OCLC 47918743 


2003-18643 NAS 1.26:204951 
GEOTAIL MCA plasma wave investigation data analysis . — [1997] 
1 v.— ({NASA contractor report] ; NASA CR-204951) Ship- 
ping list no.: 98-0348-M. @ltem 0830-H-14 (MF) GPO abridged 
cataloging. 


OCLC 43485971 


2003-18644 NAS 1.26:204953 


SBUV/2 long-term measurements of solar spectral variability . 
[1997] 
1 v.:— ({NASA contractor report] ; NASA-CR-204953) Ship- 
ping list no.: 98-0317-M. @lItem 0830-H-14 (MF) 
OCLC 47745707 
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2003-18645 NAS 1.26:204984 
Internal loading of an inhomogeneous compressible earth with phase 
boundaries . — [1997] 
173-192 :— (Serie Geophysique ; 
no.: 98-0201-M. @ltem 0830-H-14 (MF) 
OCLC 47770455 


n°? 185) Shipping list 


2003-18646 NAS 1.26:204997 
Three-dimensional user interfaces for immersive virtual reality . — 
[1997] 
29 p. : — ({NASA contractor report] ; NASA CR-204997) Ship- 
ping list no.: 98-0317-M. @ltem 0830-H-14 (MF) 
OCLC 47745695 


2003-18647 NAS 1.26:206103 
Detection of interstellar ethylene oxide (c-C2H,O) . — [1997] 
19 p. :— (NRO report ; no. 439) Shipping list no.: 98-0442 
@ltem 0830-H-14 (MF) 
OCLC 47443040 


2003-18648 NAS 1.26:207707 
Damped Ly [alpha] absorbers at high redshift - large disks or galactic 
building blocks? -— [1998] 

1 v.— ({NASA contractor report] NASA/CR-97-207707) 
Shipping list no.: 99-0631-M. @Item 0830-H-14 (MF) GPO 
abridged cataloging 

OCLC 52931339 


2003-18649 NAS 1.26:207709 
A comparative modeling of Supernova 1993J . — [1998] 

1 v.— ({NASA contractor report] NASA/CR-97-207709) 
Shipping list no.: 99-0631-M. @Item 0830-H-14 (MF) GPO 
abridged cataloging 

OCLC 52870478 


2003-18650 NAS 1.26:208257 
Rover and telerobotics technology program . — [1998] 

1 v.— ({NASA contractor report] ; NASA/CR-1998-208257) 
Shipping list no.: 99-0433-M. @Item 0830-H-14 (MF) GPO 
abridged cataloging 

OCLC 52897508 


2003-18651 NAS 1.26:208993 
Modified phenylethynyl containing imides for secondary bonding . 
— [1999] 
1 v.— (NASA/CR ; 1999-208993) Shipping list no.: 1999- 
0474-M. @ltem 0830-H-14 (MF) GPO abridged cataloging. 
OCLC 52777056 


2003-18652 NAS 1.26:209559 


A new merit function for evaluating the flaw tolerance of composite 
laminates. Part II, Arbitrary size holes and center cracks — 
{2000} 

1 v.— (NASA/CR ; 
M. @ltem 0830-H-14 (MF) GPO abridged cataloging. 
OCLC 52776793 


209559) Shipping list no.: 2000-0583- 


2003-18653 NAS 1.26:209559/PT.2 
A new merit function for evaluating the flaw tolerance of composite 
laminates. Part II, Arbitrary size holes and center cracks . — 
[2000] 
1 v.— (NASA/CR ; 209559) Shipping list no.: 2000-0583- 
M. @ltem 0830-H-14 (MF) GPO abridged cataloging. 
OCLC 52776793 
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2003-18654 NAS 1.26:210809 
Aerodynamic calibration of the NASA Lewis icing research tunnel 
(1997 tests) . — [2001] 

1 v.— ({NASA contractor report] ; NASA/CR-2001-210809) 
Shipping list no.: 2002-0086-M. @Item 0830-H-14 (MF) GPO 
abridged cataloging. 

OCLC 50024149 


2003-18655 NAS 1.43:M 35/6 
Mars Exploration Rovers, 2003 . [2002] 
1 poster : Shipping list no.: 2003-0017-S. @lItem 0830-H-06 
@ltem 0830-H-06 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34924 OCLC 
52345963 


2003-18656 NAS 1.55:209236 
Proceedings of the Twenty-Third Annual Software Engineering Work- 
shop . —[1999} 

1 v. (various pagings) :— (Software Engineering Laboratory 
series ; SEL-98-002) Shipping list no.: 2000-0278-M. @ltem 
0830-H-10 (MF) 

OCLC 43925613 


2003-18657 NAS 1.60:3605 
A study of fundamental shock noise mechanisms . — [1997] 

ix, 94 p. :— (NASA technical paper ; 3605) Shipping list 
no.: 98-0733-M. @ltem 0830-H-15 (MF) @lItem 0830-H-15 (on- 
line) 

I Purl: 
47723965 


2003-18658 NAS 1.60:3656 
New parameterization of neutron absorption cross sections . — [1997] 
9 p. :— (NASA technical paper ; 3656) Shipping list no.: 
98-0733-M. @ltem 0830-H-15 (MF) 
OCLC 38121756 
2003-18659 NAS 1.61:1389 
NEQAIR96, Nonequilibrium and Equilibrium Radiative Transport and 
Spectra Program . — [1996] 
vii, 158 p. :— (NASA reference publication ; 1389) Shipping 
list no.: 99-0685-M. @ltem 0830-H-11 (MF) 
OCLC 45585263 


2003-18660 


http://purl.access.gpo.gov/GPO/LPS34522 OCLC 


NAS 1.61:1396 
Spacecraft environments interactions . — [1996] 
vi, 24 p. :— (NASA reference publication ; 1396) Shipping 
list no.: 98-0707-M. @lItem 830-H-11 (MF) 
OCLC 39917643 
2003-18661 NAS 1.61:1400 
Atmospheric effects of subsonic aircraft . — 1997. 
I v. (various pagings) :— (NASA reference publication ; 1400) 
Shipping list no.: 98-0707-M. @lItem 0830-H-11 (MF) 
OCLC 39917938 
2003-18662 NAS 1.77:21818 
Questionnaire to be given to people from 20 to 65 years old . — 
[1975] 
12 p. :— ({NASA technical translation] ; TT-28818) @ltem 
0830-H-21 (MF) 
OCLC 41936392 


NATIONAL CREDIT UNION ADMINISTRATION 
Washington, DC 20456 
2003-18663 NCU 1.8:F 49/2002-2 
User’s guide for NCUA’s financial performance report. — Rev. Dec. 
2002. — 2002. 


11 p. ; Shipping list no.: 2003-0106-P. @lItem 0526-B @lItem 
0526-B (online) 





I. Purl: 
52941476 


http://purl.access.gpo.gov/GPO/LPS22897 OCLC 


NATIONAL ENDOWMENT FOR THE ARTS 
National Foundation on the Arts and the Humanities 
Washington, DC 20506 


2003-18664 NF 2.2:2003018807 
National heritage fellowships . — [2002] 
@ltem 0831-B-02 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34541 
52808000 


NATIONAL SCIENCE FOUNDATION 
Washington, DC 20550 


2003-18665 NS 1.22/12:(DATE) 
Science and engineering state profiles . 
@ltem 0843-T-02 (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS4484 
52729985 


OVERSEAS PRIVATE INVESTMENT 
CORPORATION 
Washington, DC 20527 


2003-18666 P 1.2:2003019310 
Veterans and the military on stamps . — [2002] 
— (Publication ; 528) @lItem 0837 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS34128 OCLC 
52883840 


PERSONNEL MANAGEMENT OFFICE 


Washington, DC 20415 


2003-18667 PM 1.8/2:(DATE) 
Handbook of occupational groups and families. 
v.; @Item 0296 @ltem 0296 (online) 


I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS34330 OCLC 39288838 


MANAGEMENT AND BUDGET OFFICE 
Executive Office of the President 
Washington, DC 20503 


2003-18668 PREX 2.2:2003019099 
Final report of the Small Business Paperwork Relief Task Force . 
— [2003] 
@ltem 0854 (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS34078 OCLC 
52907208 


STATE DEPARTMENT 
Washington, DC 20520 


2003-18669 S 1.2:Se 2/9 
Foreign travels of the secretaries of state, 1866-1990. — 1990. 
vii, 187 p. ;—— (Department of State publication ; 9831) 
0876 @ltem 0876 (online) 


EL Purl: http://purl.access.gpo.gov/GPO/LPS35372 
25876574 


2003-18670 S 1.2:2003002165 
According to my passport, I’m coming home . — [1998] 
@ltem 0876 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS2383 | 
52847510 


Government Publications — November 2003 


2003-18671 S 1.2:2003018620 
Review of nonimmigrant visa issuance policy and procedures . — 
(2002) 
— (Memorandum report ; ISP-I-03-26) @ltem 0876 (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS33774 OCLC 
52788421 


2003-18672 S 1.123:AL 1 DATE) 
Background note, Albania . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33638 OCLC 52732777 


2003-18673 S 1.123:AL 1/(DATE)A 
Background notes, Albania. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
1. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33638 OCLC 14373935 


2003-18674 S 1.123:AL 1/(DATE)B 
Background notes, Albania. 
v. : (Background notes) @Item 0862-B @Item 0862-B (online) 
1. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33638 OCLC 14373935 


2003-18675 S 1.123:AL 3/((DATE) 
Background note, Algeria . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33639 OCLC 52732990 


2003-18676 S 1.123:AL 3/(DATE)A 
Background notes, Algeria. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33639 OCLC 14374111 


2003-18677 S 1.123:AL 3/((DATE)B 
Background notes, Algeria. 
v. : (Background notes) @Item 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33639 OCLC 14374111 


2003-18678 S 1.123:AN 4/(DATE) 
Background note, Angola . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33641 OCLC 52733270 


2003-18679 S 1.123:AN 4/((DATE)A 
Background notes, Angola. 
v. : (Background notes) @ltem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33641 OCLC 14374191 


2003-18680 S 1.123:AN 4/(DATE)B 
Background notes, Angola. 
v. : (Background notes) @Item 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33641 OCLC 14374191 
2003-18681 S 1.123:AR 3/(DATE) 
Background note, Argentina . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33643 OCLC 52733477 
2003-18682 S 1.123:AR 3/((DATE)A 
Background notes, Argentina. 
v. : (Background notes) @ltem 0862-B @lItem 0862-B (online) 
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State Department 


I. Purl: Current issue only: 
LPS33643 OCLC 14374264 


2003-18683 S 1.123:AR 3/(DATE)B 
Background notes, Argentina. 
v. : (Background notes) @ltem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33643 OCLC 14374264 
2003-18684 S 1.123:B 14/(DATE) 
Background note, Bahrain . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33648 OCLC 52739630 
2003-18685 S 1.123:B 14/((DATE)A 
Background notes, Bahrain. 
v. : (Background notes) @ltem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: _http://purl.access.gpo.gov/GPO/ 
LPS33648 OCLC 14375837 
2003-18686 S 1.123:B 14/2/((DATE) 
Background note, The Bahamas . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS22000 OCLC 52733729 
2003-18687 S$ 1.123:B 14/2/((DATE)A 
Background notes, The Bahamas. 
v. : (Background notes) @Item 0862-B @ltem 0862-B (online) 


I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS22000 OCLC 14375801 


2003-18688 S 1.123:B 14/2/(/DATE)B 
Background notes, The Bahamas. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS22000 OCLC 14375801 
2003-18689 S 1.123:B 41/2(DATE) 
Background note, Belize . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS17459 OCLC 52739750 
2003-18690 S 1.123:B 41/2(DATE)A 
Background notes, Belize. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 


I. Purl: Current issue only: _http://purl.access.gpo.gov/GPO/ 
LPS17459 OCLC 14376163 


2003-18691 S 1.123:B 43/(DATE) 
Background note, Benin . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33653 OCLC 52739820 
2003-18692 S 1.123:B 43/((DATE)A 
Background notes, Benin. 
v. : (Background notes) @lItem 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33653 OCLC 14376178 
2003-18693 S 1.123:B 83/(DATE) 
Background note, Brunei Barussalam . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpe.gov/GPO/ 
LPS33659 OCLC 52739857 
2003-18694 S 1.123:B 87/(DATE) 
Background note, Bulgaria . 
(Background note) @lItem 0862-B (online) 


http://purl.access.gpo.gov/GPO/ 
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I. Purl: Current issue only: 
LPS33660 OCLC 52739955 


2003-18695 S 1.123:B 87/((DATE)A 
Background notes, Bulgaria. 
v. : (Background notes) @Item 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33660 OCLC 14376247 


2003-18696 S 1.123:C 17/( DATE) 
Background note, Cape Verde . 
(Background note) @ltem 0862-B (online) 
1. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33667 OCLC 52740058 
2003-18697 S$ 1.123:C 17(DATE)A 
Background notes, Cape Verde. 
v. : (Background notes) @lItem 0862-B @Item 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33667 OCLC 14390446 
2003-18698 S$ 1.123:C 34/((DATE) 
Background note, Chad . 
(Background note) @Item 0862-B (online) 
I. Purl: Current issue only: _http://purl.access.gpo.gov/GPO/ 
LPS33670 OCLC 52740509 
2003-18699 S 1.123:C 34/((DATE)A 
Background notes, Chad. 
v. : (Background notes) @ltem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33670 OCLC 14390457 
2003-18700 S 1.123:C 34(DATE)B 
Background notes, Chad. 
v. : (Background notes) @lItem 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33670 OCLC 14390457 


2003-18701 S 1.123:C 44/(DATE) 
Background note, China . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33673 OCLC 52740787 
2003-18702 S 1.123:C 44/2/(DATE)A 
Background notes, China. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: _http://purl.access.gpo.gov/GPO/ 
LPS33673 OCLC 14390467 
2003-18703 S 1.123:C 71/(DATE) 
Background note, Colombia . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33674 OCLC 52740885 
2003-18704 S 1.123:C 71/(DATE)A 
Background notes, Colombia. 
v. : (Background notes) @lItem 0862-B @lItem 0862-B (online) 
1. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33674 OCLC 14392323 


2003-18705 S 1.123:C 82/2/(DATE) 
Background note, Cote d'Ivoire . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33679 OCLC 52742483 


2003-18706 S$ 1.123:C 82/2(DATE)A 


Background notes, Cote d'Ivoire. 
v. : (Background notes) @Item 0862-B @lItem 0862-B (online) 


http://purl.access.gpo.gov/GPO/ 





I. Purl: Current issue only: 
LPS33679 OCLC 17794414 


2003-18707 S 1.123:C 87/(DATE) 
Background note, Croatia . 
(Background note) @Item 0862-B (online) 


I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33680 OCLC 52803116 


2003-18708 S 1.123:D 64/(DATE) 
Background note, Djibouti . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33695 OCLC 52742629 


2003-18709 S 1.123:D 64((DATE)A 
Background notes, Djibouti. 
v. (Background notes) @lItem 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: _http://purl.access.gpo.gov/GPO/ 
LPS33695 OCLC 14394075 


2003-18710 S 1.123:D 71/((DATE) 
Background note, Dominican Republic . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33687 OCLC 52743211 


2003-18711 S 1.123:D 71/((DATE)A 
Background notes, Dominican Republic. 
v. : (Background notes) @lItem 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33687 OCLC 14394159 


2003-18712 S 1.123:EL 7/(DATE) 
Background note, El Salvador . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33690 OCLC 52743302 


2003-18713 S$ 1.123:EL 7/(DATE)A 
Background notes, El Salvador. 
v. : (Background notes) @lItem 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: _http://purl.access.gpo.gov/GPO/ 
LPS33690 OCLC 14394241 


2003-18714 S 1.123:G 94/((DATE)A 
Background notes, Guinea. 
v. : (Background notes) @Item 0862-B @Item 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33705 OCLC 14397196 


2003-18715 S 1.123:G 94(DATE) 
Background note, Guinea . 
(Background note) @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33705 OCLC 52808416 
2003-18716 S 1.123:L 61/2/(DATE) 
Background note, Liberia . 
(Background note) @Item 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33729 OCLC 52786011 
2003-18717 S 1.123:L 61/2(DATE)A 
Background notes, Liberia. 
v. : (Background notes) @lItem 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33729 OCLC 14400058 
2003-18718 S 1.123:Q 1/(DATE) 


Background note, Qatar . 
(Background note) 


http://purl.access.gpo.gov/GPO/ 


@ltem 0862-B (online) 


Government Publications — November 2003 


I. Purl: Current issue only: 
LPS33770 OCLC 52802918 


http://purl.access.gpo.gov/GPO/ 


2003-18719 S 1.123:Q 1(DATE)A 
Background notes, Qatar. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33770 OCLC 14411046 


2003-18720 S 1.123:SW 6/(DATE) 
Background note, Switzerland . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33820 OCLC 52808181 


2003-18721 S 1.123:SW 6/(DATE)A 
Background notes, Switzerland. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33820 OCLC 14411297 


2003-18722 S 1.123:UG 1/(DATE) 
Background note, Uganda . 
(Background note) @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS19220 OCLC 52808335 


2003-18723 S 1.123:UG 1/(DATE)A 
Background notes, Uganda. 
v. : (Background notes) @Item 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS19220 OCLC 14411411 


2003-18724 S 1.123:UN 34A/2/((DATE) 
Background note, United Arab Emirates . 
(Background note) @Item 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33832 OCLC 52788035 


2003-18725 S 1.123:UN 34A/2/(DATE)A 
Background notes, United Arab Emirates. 
v. : (Background notes) @Item 0862-B @lItem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33832 OCLC 14411415 


2003-18726 S 1.123:Z (DATE) 
Background note, Zambia . 
(71998-8 : Department of State publication. Background notes 
series) @ltem 0862-B (online) 
I. Purl: Current issue only: 
LPS19483 OCLC 40668641 


http://purl.access.gpo.gov/GPO/ 


2003-18727 S 1.123:Z I(DATE)A 
Background notes, Zambia. 

v. : (Background notes) 

I. Purl: 
LPS19483 


@item 0862-B @ltem 0862-B (online) 
Current issue only: http://purl.access.gpo.gov/GPO/ 
OCLC 14443492 


2003-18728 S 1.133:B 83/((DATE)A 


Background notes, Brunei Darussalam. 
v. : (Background notes) @lItem 0862-B @ltem 0862-B (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33659 OCLC 14376239 


S 1.153:(DATE) 


2003-18729 
Hi . 


@ltem 0876-A-13 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3505 1 
52847176 


OCLC 
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SMALL BUSINESS ADMINISTRATION 
Washington, DC 20416 


2003-18730 SBA 1.2:B 22/3/997 
Small-farm-friendly banks in the United States . — [1998] 
9,13 p.; Shipping list no.: 2003-0376-M. @lItem 0901-B (MF) 
@ltem 0901-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34857 OCLC 
52832741 


2003-18731 SBA 1.12:PI-1 
Ideas, inventions, and innovations . — [1992], c1989. 
— (Products/ideas/invention series) @lItem 0901-C (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34357 OCLC 
52780148 


2003-18732 SBA 1.12:PM-2 
Employees, how to find and pay them . — [20037] 
— (Personnel management series ; PM-2) @lItem 0901-C (on- 
line) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34159 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34170 
OCLC 52743683 
2003-18733 


Managing employee benefits . 


SBA 1.12:PM-3 
— [2003?] 
— (Personnel management series ; PM-3) @ltem 0901-C (on- 
line) 

I. Purl: Word version: http://purl.access.gpo.gov/GPO/LPS34161 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34162 
OCLC 52743856 


SECURITIES AND EXCHANGE COMMISSION 
Washington, DC 20549 


2003-18734 SE 1.25/12:(NOS) 
SEC news digest . 
@ltem 0908-B (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS3073 OCLC 
40650268 


2003-18735 
SEC news digest . 
v.; @ltem 0908-B (MF) @ltem 0908-B (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3073 OCLC 
08198194 


SE 1.25/12:(NOS)A 


SMITHSONIAN INSTITUTION 
Washington, DC 20560 


2003-18736 SI 1.27:610 
Studies of Halictinae (Apoidea:Halictidae), Il . — 2003 
iii, 55 p. :— (Smithsonian contributions to zoology 
Shipping list no.: 2003-0251-P. @litem 0910-D 
OCLC 45917107 


; no. 610) 


SOCIAL SECURITY ADMINISTRATION 
Baltimore, MD 21235 


2003-18737 SSA 1.2:W 89/5/(DATE) 
Social security, working while disabled, how we can help . 
(SSA publication ; no. 05-10095) @Item 0517-B (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS1524 OCLC 
52912167 
2003-18738 SSA 1.2:W 89/5/(DATE)/SPAN. 
Como podemos ayudarle si trabaja mientras esta incapacitado . 
(SSA publication ; 05-10995) @lItem 0517-B (online) 
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I. Purl: 
52912572 
2003-18739 SSA 1.2:W 89/5/(DATE)A 
Social security, working while disabled, how we can help. 
v. ; (SSA publication ; no. 05-10095) @Item 0517-B 


I. Purl: Latest issue only http://purl.access.gpo.gov/GPO/LPS 1524 
OCLC 34234821 


2003-18740 SSA 1.2:W 89/5/SPAN/ 
Seguro social, como podemos ayudarle si trabaja mientras esta 
incapacitado. 
v. ; (SSA publication) @lItem 0517-B 


I. Purl: http://purl.access.gpo.gov/GPO/LPS7762 OCLC 
34929405 


2003-18741 SSA 1.2:W 89/5/SPAN(DATE)A 
Seguro social, como podemos ayudarle si trabaja mientras esta 
incapacitado. 
v. ; (SSA publication) @lItem 0517-B 
I. Purl: http://purl.access.gpo.gov/GPO/LPS7762 OCLC 
34929405 


2003-18742 SSA 1.2/15:W 89/2/(DATE) 
Social security, working while disabled, how we can help. [Braille 
ed.]. 
v. of braille ; (SSA publication 
D 


http://purl.access.gpo.gov/GPO/LPS7762 OCLC 


; no. 05-10095) @Item 0517- 


OCLC 35445227 


COMPTROLLER OF CURRENCY 
Treasury Dept. 
Washington, DC 20219 


2003-18743 T 12.1/3:(DATE) 
Performance and accountability report . 
@ltem 0947-A-06 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS33920 OCLC 
52786616 


INTERNAL REVENUE SERVICE 
Treasury Dept. 
Washington, DC 20224 
2003-18744 T 22.19/2:B 17 
A Guide to backup withholding for missing and incorrect name/TINs 
. —Rev. 10/02. — [2002] 
43 p. :— (Publication ; 1679) Shipping list no.: 2003-0399- 
M. @ltem 0964-B (MF) @lItem 0964-B (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS35765 OCLC 
52922501 


2003-18745 T 22.44/2:1281/2002 
Backup withholding on for [sic] missing and incorrect name/TINs 
. —Rev. 10/02. — [2002] 
49 p. :— (Publication ; 1281) Shipping list no.: 2003-0399- 
M. @ltem 0964-B (MF) @lItem 0964-B (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35766 OCLC 
52923166 
2003-18746 T 22.44/2:3107 E 
Earned income tax credit . — [2003] 
16 p. :— (Publication ; 3107E) Shipping list no.: 2003-0245- 
P. @ltem 0964-B 
OCLC 52840120 


2003-18747 T 22.51:W-2 & W-3/INST/(DATE) 


Instructions for forms W-2 and W-3, wage and tax statement and 
transmittal of wage and tax statements . 
@ltem 0964-E (online) 





I. Purl: 
$2777404 


2003-18748 TT 22.51:W-2 & W-3/INST.(DATE)A 


Instructions for Forms W-2 and W-3, wage and tax statement and 

transmittal of wage and tax statements. 

v.; @ltem 0964-E 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34300 OCLC 
41335509 

2003-18749 = T 22.51:W-3 PR/INST/SPAN/(DATE) 

Instrucciones para la Forma W-3PR (instructions for Form W-3PR), 
informe de comprobantes de retencion (transmittal of withholding 
statements) . 

@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34657 OCLC 
52860596 
2003-18750 T 22.51:W-4/(DATE) 
Form W-4, employee’s withholding allowance certificate . 
@ltem 0964-E (online) 
5 Purl: http://purl.access.gpo.gov/GPO/LPS34046 OCLC 
52800678 
2003-18751 T 22.51:W-4 P/((DATE)A 
Form W-4P, withholding certificate for pension or annuity payments 


http://purl.access.gpo.gov/GPO/LPS34300 OCLC 


v.; @ltem 0964-E 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34045 OCLC 
34278483 
2003-18752 T 22.51:W-4 S/((DATE) 
Form W-4S, request for federal income tax witholding from sick 
pay . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34041 
52802471 


2003-18753 T 22.51:W-5/(DATE) 
Form W-5, earned income credit advance payment certificate . 
@ltem 0964-E (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS8842 
52803263 

2003-18754 T 22.51:W-S(DATE)A 

Form W-5, earned income credit advance payment certificate . 
v.; @ltem 0964-E 


i Purl: http://purl.access.gpo.gov/GPO/LPS8842 
35769409 


2003-18755 = T 22.51:W-3PR/INST./SPAN/(DATE) 

Instrucciones para la Forma W-3PR (instructions for Form W-3PR), 
informe de comprobantes de retencion (transmittal of withholding 
statements) . 

@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34657 OCLC 
52860596 
2003-18756 T 22.51:W-4P/(DATE) 
Form W-4P, withholding certificate for pension or annuity payments 


OCLC 


@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34045 OCLC 
52801239 


2003-18757 T 22.51:940-EZ/INST./(DATE) 


Instructions for Form 940-EZ, employer's annual federal unemploy- 
ment (FUTA) tax return . 
@ltem 0964-E (online) 


h. Purl: 
52778162 


http://purl.access.gpo.gov/GPO/LPS8238 OCLC 
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2003-18758 T 22.51:940-EZ/INST./(DATE)A 
Instructions for Form 940-EZ, employer’s annual federal unemploy- 
ment (FUTA) tax return. 
v.; @ltem 0964-E 
I. Purl: Current issue only  http://purl.access.gpo.gov/GPO/ 
LPS8238 OCLC 43417162 


2003-18759 T 22.51:940/INST./(DATE) 
Instructions for Form 940, employer's annual federal unemployment 
(FUTA) tax return . 
@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS8224 OCLC 
52777920 


2003-18760 T 22.51:940/INST/(DATE)A 
Instructions for Form 940, employer’s annual federal unemployment 
(FUTA) tax return. 
v.; @ltem 0964-E 
I. Purl: Current issue: http://purl.access.gpo.gov/GPO/LPS8224 
OCLC 25324151 


2003-18761 T 22.51:940-PR/INST/(DATE) 
Instrucciones para la Forma 940-PR, planilla para la declaracion anual 
del patrono—la contribucion federal para el desempleo (FUTA) . 
@ltem 0964-E (online) 
OCLC 52776655 


2003-18762 T 22.51:940-PR/INST.(DATE)A 
Instrucciones para la forma 940-PR, planilla para la declaracion anual 
del patrono, la contribucion federal para el desempleo (FUTA). 
v.; @ltem 0964-E 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34319 OCLC 
43538768 


2003-18763 T 22.51:943/INST./(DATE) 
Instructions for Form 943, employer’s annual tax return for agricultural 
employees . 
@ltem 0964-E (online) 
Purl: http://purl.access.gpo.gov/GPO/LPS8241 
52776435 


OCLC 


2003-18764 T 22.51:943/INST/(DATE)A 
Instructions for Form 943, employer’s annual tax return for agricultural 
employees. 
v.; @ltem 0964-E 
I. Purl: Current issue only 
LPS8241 OCLC 43187616 


http://purl.access.gpo.gov/GPO/ 


2003-18765 = T 22.51:943-PR/INST/SPAN/(DATE) 
Instrucciones para la Forma 943-PR (planilla para la declaracion anual 
de la contribucion del patrono de empleados agricolas) . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34688 OCLC 
52860614 


2003-18766 T 22.51:945/INST/(DATE) 
Instructions for Form 945, annual return of withheld federal income 
tax . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS8225 OCLC 
5$2779259 


2003-18767 T 22.51:945/INST/(DATE)A 
Instructions for Form 945, annual return of withheld federal income 
tax. 
v.; @lItem 0964-E 
I. Purl: Current issue only 
LPS8225 OCLC 43417153 


http://pur!.access.gpo.gov/GPO/ 
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2003-18768 T 22.51:990-C/INST./(DATE) 
Instructions for Form 990-C, farmers’ cooperative association income 
tax return . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS8244 OCLC 
52782853 
2003-18769 T 22.51:990-C/INST /(DATE)A 
Instructions for Form 990-C, farmers’ cooperative association income 
tax return 
v.; @ltem 0964-E 
I. Purl: Current issue: http://purl.access.gpo.gov/GPO/LPS8244 
OCLC 25323574 
2003-18770 T 22.51:990-PF/INST.(DATE) 
Instructions for Form 990-PF, return of private foundation or section 
4947(a)(1) nonexempt charitable trust treated as a private foundation 


@ltem 0964-E (online) 
I. Purl: http://pur/LPS8256 OCLC 52785725 


2003-18771 T 22.51:990-PF/INST/(DATE)A 


Instructions for Form 990-PF, return of private foundation or section 
4947 (a)(1) charitable trust treated as a private foundation. 
v.; @ltem 0964-E 


Purl: http://purl.access.gpo.gov/GPO/LPS8256 OCLC 


I 
25221858 


2003-18772 T 22.51:990-T/INST./(DATE) 
Instructions for Form 990-T, exempt organization business income 
tax return . 
@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS8242 OCLC 
52786396 


2003-18773 T 22.51:990-T/AINST/(DATE)A 
Instructions for Form 990-T, exempt organization business income 
tax return. 
v.; @ltem 0964-E 
I. Purl: Current issue only _http://purl.access.gpo.gov/GPO/ 
LPS8242 OCLC 27834796 


2003-18774 T 22.51:990-W/(DATE) 

Form 990-W (worksheet), estimated tax on unrelated business taxable 
income for tax-exempt organizations (and on investment income 
for private foundations) . 

@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34035 
52805550 


OCLC 


2003-18775 T 22.51:990/990-EZ/990-PF/SCH.B/(DATE) 
Schedule B (Form 990, 990-EZ, or 990-PF), schedule of contributors 


@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34295 OCLC 
52778932 
2003-18776f 22.51:1041/SCH/A/B/D/ETC/INST (DATE) 


Instructions for Form 1041 and schedules A, B, D, G, I, J, and 
K-1, U.S. income tax return for estates and trusts . 
@ltem 0964-E (online) 
OCLC 52787172 


2003-18777 T 22.51:1042/(DATE) 


Form 1042, annual withholding tax return for U.S. source income 
of foreign persons . 
@ltem 0964-E (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS34030 OCLC 
52805574 
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2003-18778 T 22.51:1042/(DATE) 

Form 1042, annual withholding tax return for U.S. source income 
of foreign persons . 

@ltem 0964-E (online) 
:: Purl: http://purl.access.gpo.gov/GPO/LPS34030 OCLC 
52805574 

2003-18779 TT 22.51:1065-B/SCH.K-1/INST./(DATE) 

Partner’s instructions for Schedule K-1 (Form 1065-B), partner’s share 
of income (loss) from an electing large partnership (for partner’s 
use only) . 

@ltem 0964-E (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS34316 OCLC 
52776780 
2003-18780 T 22.51:1065/INST.(DATE) 
Instructions for Form 1065, U.S. partnership return of income . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34067 OCLC 
52788158 
2003-18781 T 22.51:1065/INST/(DATE)A 
Instructions for Form 1065, U.S. partnership return of income. 
v.; @ltem 0964-E 
I. Purl: Current issue: http://purl.access.gpo.gov/GPO/LPS8237 
OCLC 25196151 
2003-18782 T 22.51:1065/SCH.D/(DATE) 
Schedule D (Form 1065), capital gains and losses . 
@ltem 0964-E (online) 
E Purl: http://purl.access.gpo.gov/GPO/LPS34028 OCLC 
52805694 

2003-18783 T 22.51:1065/SCH.K-1/(DATE)A 

Partner’s instructions for schedule K-1 (Form 1065), partner’s share 
of income, credits, deductions, etc. (for partner’s use only). 

v.; @ltem 0964-E 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34329 OCLC 
27366194 

2003-18784 TT 22.51:1065/SCH.K-1/INST/(DATE) 

Partner’s instructions for Schedule K-1 (Form 1065), partner’s share 
of income, credits, deductions, etc. (for partner’s use only) . 

@ltem 0964-E (online) 
I. Purl: ho.gov/GPO/LPS34329 OCLC 52777001 


2003-18785 T 22.51:1099/ETC/JINST./(DATE)A 


Instructions for forms 1099, 1098, 5498, and W-2G (including instruc- 
tions for forms 1099-A, 1099-B, 1099-DIV, 1099-G, 1099-INT, 
1099-MISC, 1099-OID, 1099-PATR, 1099-R, and 5754). 

v.; @ltem 0964-E 


i Purl: http://purl.access.gpo.gov/GPO/LPS34062 OCLC 
25623402 
2003-18786 T 22.51:1099-INT/1099-OID/INST (DATE) 
Instructions for Forms 1099-INT and 1099-OID . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34065 
52789024 
2003-18787T 22.51:1099/1098/5498/W-2 G/INST./(DATE) 


Instructions for Forms 1099, 1098, 5498, and W-2G . 
@ltem 0964-E (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS34062 
52789324 


2003-18788 T 22.51:1120/SCH.H/(DATE) 


Schedule H (Form 1120), section 280H limitations for a personal 
service corporation (PSC) . 
@ltem 0964-E (online) 





I. Purl: 
52806459 


2003-18789 T 22.51:4868/(DATE) 
Form 4868, application for automatic extension of time to file U.S. 
individual income tax return . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34017 OCLC 
52806866 
2003-18790 T 22.51:5884/(DATE) 
Form 5884, work opportunity credit . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33371 
52635177 


2003-18791 


http://purl.access.gpo.gov/GPO/LPS34023 OCLC 


OCLC 


T 22.51:8453/(DATE) 


Form 8453, U.S. individual income tax declaration for electronic filing 


@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34014_ OCLC 
52807341 
2003-18792 T 22.51:8453-F/(DATE) 
Form 8453-F, U.S. estate or trust income tax declaration and signature 
for electronic and magnetic media filing . 
@ltem 0964-E (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34012 OCLC 
52807779 
2003-18793 T 22.51:8453-OL/(DATE) 
Form 8453-OL, U.S. individual income tax declaration for an IRS 
e-file on-line return . 
@ltem 0964-E (online) 
kL Purl: http://purl.access.gpo.gov/GPO/LPS3401 1 
52807861 
2003-18794 T 22.51:8453-P/(DATE) 
Form 8453-P, U.S. partnership declaration and signature for electronic 
filing . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34010 OCLC 
52807956 
2003-18795 T 22.51:8827/(DATE) 
Form 8827, credit for prior year minimum tax—corporations . 
@ltem 0964-E (online) 
i. Purl: http://purl.access.gpo.gov/GPO/LPS34008 OCLC 
52808412 
2003-18796 T 22.51:8829/INST.(DATE) 


Instructions for Form 8829, expenses for business use of your home 


OCLC 


@ltem 0964-E (online) 
ji Purl: http://purl.access.gpo.gov/GPO/LPS34058 
52796657 
2003-18797 T 22.51:8829/INST.(DATE)A 


Instructions for Form 8829, expenses for business use of your home. 
v.; @ltem 0964-E 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34058 OCLC 
31808237 
2003-18798 T 22.51:8830/(DATE) 
Form 8830, enhanced oil recovery credit . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34005 OCLC 
52808931 
2003-18799 T 22.51:8834/(DATE) 
Form 8834, qualified electric vehicle credit . 
@ltem 0964-E (online) 


OCLG 
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I. Purl: 
52809300 


2003-18800 T 22.51:8835/(DATE) 
Form 8835, renewable electricity production credit . 
@item 0964-E (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS34604 OCLC 
52813573 
2003-18801 T 22.51:8839/INST. (DATE) 
Instructions for Form 8839, qualified adoption expenses . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34057 
52800052 
2003-18802 T 22.51:8840/(DATE) 
Form 8840, closer connection exception statement for aliens . 
@ltem 0964-E (online) 
L Purl: http://purl.access.gpo.gov/GPO/LPS34000 OCLC 
52813609 
2003-18803 T 22.51:8843/(DATE) 
Form 8843, statement for exempt individuals and individuals with 
a medical condition . 
@ltem 0964-E (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS33990 OCLC 
52814703 
2003-18804 T 22.51:8844/(DATE) 
Form 8844, empowerment zone and renewal community employment 
credit . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33999 OCLC 
52813641 
2003-18805 T 22.51:8845/(DATE) 
Form 8845, Indian employment credit . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33983 OCLC 
52814841 
2003-18806 T 22.51:8846/(DATE) 
Form 8846, credit for employer Social Security and Medicare taxes 
paid on certain employee tips . 
@ltem 0964-E (online) 
L. Purl: http://purl.access.gpo.gov/GPO/LPS33976 OCLC 
52815422 
2003-18807 T 22.51:8847/(DATE) 
Form 8847, credit for contributions to selected community development 
corporations . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33980 OCLC 
52815302 
2003-18808 T 22.51:8853/INST./(DATE) 
Instructions for Form 8853, Archer MSAs and long-term care insurance 
contracts . 
@ltem 0964-E (online) 
l. Purl: http://purl.access.gpo.gov/GPO/LPS34055 
52800156 
2003-18809 T 22.51:8859/(DATE) 
Form 8859, District of Columbia first-time homebuyer credit . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33974 
52815629 
2003-18810 T 22.51:8860/(DATE) 


Form 8860, qualified zone academy bond credit . 
@ltem 0964-E (online) 


http://purl.access.gpo.gov/GPO/LPS34004 OCLC 


OCLC 


OCLC 
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a Purl: 
52889750 


2003-18811 T 22.51:8861/(DATE) 
Form 8861, welfare-to-work credit . 
@ltem 0964-E (online) 


i Purl: http://purl.access.gpo.gov/GPO/LPS35525 
52891695 


2003-18812 T 22.51:8863/(DATE) 
Form 8863, education credits (hope and lifetime learning credits) . 
@ltem 0964-E (online) 


1. Purl: http://purl.access.gpo.gov/GPO/LPS33973 OCLC 
52815960 


2003-18813 T 22.51:8865/INST./(DATE) 
Instructions for form 8865, return of U.S. persons with respect to 
certain foreign partnerships . 
@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34054 OCLC 
52800253 


2003-18814 T 22.51:8873/INST/(DATE) 
Instructions for form 8873, extraterritorial income exclusion . 
@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34053 OCLC 
52800438 


2003-18815 T 22.51:8874/(DATE) 
Form 8874, new markets credit . 
@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35540 OCLC 
52890348 


http://purl.access.gpo.gov/GPO/LPS35542 OCLC 


2003-18816 T 22.51:8880/(DATE) 
Form 8880, credit for qualified retirement savings contributions . 
@liem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35537 OCLC 
52890700 


2003-18817 T 22.51:8881/(DATE) 
Form 8881, credit for small employer pension plan startup costs . 
@ltem 9964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35527 OCLC 
52891356 


2003-18818 T 22.51:8882/(DATE) 
Form 8882, credit for employer-provided child care facilities and serv- 
ices . 
@ltem 0964-E (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS 
52891000 


2003-18819 T 22.51:9452/((/DATE) 
Form 9452, filing assistance program . 
@ltem 0964-E (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS33972 OCLC 
52816365 


OCLC 


ALCOHOL, TOBACCO AND FIREARMS 
BUREAU 
Treasury Dept. 
Washington, DC 20226 


2003-18820 T 70.1:(DATE) 


ATF performance and accountability report . 
@ltem 0971-D (online) 


L. Purl: http://purl.access.gpo.gov/GPO/LPS35784 OCLC 
52931754 
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FEDERAL HIGHWAY ADMINISTRATION 
Transportation Dept. 
Washington, DC 20590 


2003-18821 TD 2.2:C 74/2 
High performance concrete pavements . — [2002] 
xiii, 168 p. : Shipping list no.: 2003-0272-M. @lItem 0982- 
G-05 (MF) 
OCLC 52831595 


2003-18822 TD 2.2:C 74/3 
Portland cement concrete overlays . — [2002] 
1 v. (various pagings) : Shipping list no.: 2003-0272-M. @lItem 
0982-G-05 (MF) 
OCLC 52831503 


2003-18823 TD 2.2:M 41 
Subcommittee on New Highway Materials and Technologies . 
2002. 
1 v. (various pagings) : 
0982-G-05 (MF) 
OCLC 52930589 


2003-18824 TD 2.2:P 28/17 
HMA pavement smoothness . — [2002] 
iv, 32 p. : Shipping list no.: 2003-0272-M. @lItem 0982-G- 
0S (MF) 
OCLC 52831136 


2003-18825 
HERS-ST . — 2002. 
@ltem 0982-G-05 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34336 OCLC 
52778086 


2003-18826 TD 2.30:02-093 
Simulation, imaging, and mechanics of asphalt pavements (SIMAP) 
laboratory fact sheet . — [20027] 
[2] p. : Shipping list no.: 2003-0242-M. @lItem 0982-G-11 
(MF) 
OCLC 52730679 


2003-18827 TD 2.30:02-095 
Optimal procedures for quality assurance specifications . — [2003] 
1 v. (various pagings) : Shipping list no.: 2003-0387-M. @lItem 
0982-G-11 (MF) 
OCLC 52861215 


2003-18828 TD 2.30:03-068 
Automated geotechnical information and design system (AGIDS) . 
— [2003] 
[4] p.:— (Techbrief) Shipping list no.: 2003-0350-M. @ltem 
0982-G-11 (MF) 
OCLC 52886616 


Shipping list no.: 2003-0272-M. @ltem 


TD 2.2:2003018726 


2003-18829 TD 2.30/5:03-002 
Contract administration . — [2002] 
vi, 104 p. : Shipping list no.: 2003-0281-M. @ltem 0982-G- 
21 (MF) @Item 0982-G-21 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34026 OCLC 
52730460 


2003-18830 TD 2.30/5:03-006 
Managing and organizing comprehensive highway safety in Europe 
. — [2003] 
xii, 54 p. : Shipping list no.: 2003-0376-M. @Item 0982-G- 
21 (MF) @ltem 0982-G-21 (online) 


i Purl: http://purl.access.gpo.gov/GPO/LPS34858 OCLC 
52880719 





2003-18831 TD 2.30/16:93-027 
Real estate acquisition guide for local public agencies 
(2001] 
1 v. (various pagings) : 
0982-G-11 (MF) 
OCLC 52847289 


2003-18832 TD 2.30/18:02-002 
2000 National Summer Transportation Institute, National Resource 
Center . — [20007] 
ii, 174 p. : Shipping list no.: 2003-0216-M. @ltem 0982-G- 
48 (MF) 
OCLC 52904712 


. —Rev. — 


Shipping list no.: 2003-0376-M. @ltem 


2003-18833 TD 2.40/4:03-03 
The Federal Highway Administration’s excellence in right of way 
awards . — [2003] 
13 p. : Shipping list no.: 2003-0350-M. @lItem 0982-G-25 
(MF) 
OCLC 52800124 


2003-18834 TD 2.40/4:03-019 
Land use and transportation coordination . — [2003] 
1 v. (various pagings) : Shipping list no.: 2003-0387-M. @lItem 
0982-G-25 (MF) @ltem 0982-G-25 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35663 OCLC 
52912256 


2003-18835 TD 2.40/4:03-033 
The Travel Model Improvement Program . — [20037] 
[6] p. : Shipping list no.: 2003-0324-M. @lItem 0982-G-25 
(MF) 
OCLC 52730552 


2003-18836 TD 2.40/4:03-045 
CMAQ, advancing mobility and air quality . — {2003} 
27 p. : Shipping list no.: 2003-0387-M. @lItem 0982-G-25 
(MF) 
OCLC 52860847 


FEDERAL MOTOR CARRIER SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


2003-18837 TD 2.302:M 86 
Ready to move? {2003} 
| folded sheet (8 p.) : Shipping list no.: 2003-0251-P. @ltem 
0689-A-02 @lItem 0689-A-02 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34843 OCLC 
52826338 


FEDERAL AVIATION ADMINISTRATION 
Transportation Dept. 
Washington, DC 20591 


2003-18838 TD 4.32/21:8081-27 
Aviation mechanic airframe . — 2003. 
i, 6, 8, 10 p. ; Shipping list no.: 2003-0252-P. @lItem 0431- 
A-49 S/N 050-007-01357-4 
OCLC 52941507 


2003-18839 TD 4.32/21:8081-28 
Aviation mechanic powerplant . — 2003. 
i, 6, 3, 12 p. ; Shipping list no.: 2003-0252-P. @lItem 0431- 
A-49 S/N 050-007-01354-0 
OCLC 52941507 


Government Publications — November 2003 


2003-18840 TD 4.32/22:8081-26 
Aviation mechanic general . — 2003. 


i, 6, 13 p. ; Shipping list no.: 2003-0252-P. @ltem 0431-A- 
49 S/N 050-007-01356-6 
OCLC 52941493 


2003-18841 TD 4.32/22:8081-27 
Aviation mechanic airframe . — 2003. 
i, 6, 8, 10 p. : Shipping list no.: 2003-0252-P. @ltem 0431- 
A-49 S/N 050-007-01357-4 
OCLC 52941498 
2003-18842 TD 4.79/9:2002-2-21 
North Atlantic route chart. 
maps: Shipping list no.: 2002-0124-P. @ltem 0982-L-16 
OCLC 47363280 
2003-18843 TD 4.79/9:2002-4-18 
North Atlantic route chart. 
maps: Shipping list no.: 2002-0174-P. @lItem 0982-L-16 
OCLC 47363280 
2003-18844 TD 4.79/9:2002-6-13 
North Atlantic route chart. 
maps: Shipping list no.: 2002-0215-P. @ltem 0982-L-16 
OCLC 47363280 
2003-18845 TD 4.79/9:2002-8-8 
North Atlantic route chart. 
maps: Shipping list no.: 2002-0275-P. @ltem 0982-L-16 
OCLC 47363280 
2003-18846 TD 4.79/9:2002-10-3 
North Atlantic route chart. 
maps: Shipping list no.: 2003-0033-P. @ltem 0982-L-16 
OCLC 47363280 
2003-18847 TD 4.79/9:2002-11-28 
North Atlantic route chart. 
maps: Shipping list no.: 2003-0054-P. @ltem 0982-L-16 
OCLC 47363280 
2003-18848 TD 4.79/9:2003-1-23 
North Atlantic route chart. 
maps: Shipping list no.: 2003-0104-P. 
OCLC 47363280 
2003-18849 TD 4.79/9:2003-3-20 
North Atlantic route chart. 
maps: Shipping list no.: 2003-0148-P. 
OCLC 47363280 
2003-18850 TD 4.79/9:2003-7-10 
North Atlantic route chart. 
maps: Shipping list no.: 2003-0187-P. 
OCLC 47363280 
2003-18851 TD 4.79/10:2003-7-10 
North Pacific route chart. Composite. 
maps: @lItem 0982-L-23 
OCLC 47441839 
2003-18852 TD 4.79/10-2:2003-7-10/NE—SW 
North Pacific route chart (Area charts). 
maps : 
OCLC 46604135 
2003-18853 TD 4.79/11:C 38/2003-2 
Sectional aeronautical chart. Charlotte. 


maps : Shipping list no.: 2003-0255-P. @lItem 0982-L-27 
OCLC 52870440 


@ltem 0982-L-16 


@ltem 0982-L-16 


@ltem 0982-L-16 
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Department of Veterans Affairs 


2003-18854 TD 4.79/11:C 42/2003-2 
Sectional aeronautical chart. Cheyenne. 
maps: Shipping list no.: 2003-0255-P. @lItem 0982-L-27 
OCLC 46956555 
2003-18855 TD 4.79/11:D 43/2003-2 
Sectional aeronautical chart. Denver. 
maps: Shipping list no.: 2003-0255-P. @lItem 0982-L-27 
OCLC 46850963 
2003-18856 TD 4.79/11:EL 1/2003-2 
Sectional aeronautical chart. El Paso. 
maps : @lItem 0982-L-27 
OCLC 46850968 
2003-18857 TD 4.79/11:0M 1/2003-2 
Sectional aeronautical chart. Omaha. 
maps: @lItem 0982-L-27 
OCLC 46981452 
2003-18858 TD 4.79/11:W 27/2003-2 
Sectional aeronautical chart. Washington. 
maps: Shipping list no.: 2003-0255-P. @lItem 0982-L-27 
OCLC 46850981 
2003-18859 TD 4.79/12:B 21/2003-2 
VFR terminal area chart. Baltimore—Washington. 
maps: Shipping list no.: 2003-0256-P. @lItem 0982-L-17 
OCLC 47176525 
2003-18860 TD 4.79/12:C 38/2003-2 
VFR terminal area chart. Charlotte. 
maps: Shipping list no.: 2003-0256-P. @lItem 0982-L-17 
OCLC 47143573 
2003-18861 TD 4.79/12:D 43/2003-2 
VFR terminal area chart. Denver. 
maps: Shipping list no.: 2003-0256-P. @Item 0982-L-17 
OCLC 46911484 
2003-18862 TD 4.79/12:P 53/2003-2 
VFR terminal area chart. Philadelphia. 
maps: Shipping list no.: 2003-0256-P. @lItem 0982-L-17 
OCLC 46892734 
2003-18863 TD 4.79/14:CF-17/2003 
World aeronautical chart. CF-17. 
maps: Shipping list no.: 2003-0255-P. @lItem 0982-L-26 
OCLC 47918478 


COAST GUARD 
Transportation Dept. 
Washington, DC 20593 


2003-18864 TD 5.2:C 18/2/2003 
U.S. Coast Guard engineering . — [20037] 
51, [1] p.: Shipping list no.: 2003-0106-P. @Item 0934 
OCLC 51851756 


2003-18865 TD 5.8: 2/4 
Incident management handbook . — 2001 ed. — 2001. 
1 v. (various pagings) :— (COMDTPUB ; P 3120.17) Shipping 
list no.: 2003-0233-P. @lItem 0934-A S/N 050-012-00424-2 
OCLC 52847596 


2003-18866 TD 5.9:V.2/((DATE) 


Light list. Volume II, Atlantic Coast, Shrewsbury River, New Jersey 
to Little River, South Carolina. 
v. : (COMDTPUB ; P16502.2) @ltem 0936-A-02 @ltem 0936- 
A-02 (online) 
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I. Purl: 
39219345 


http://purl.access.gpo.gov/GPO/LPS35368 OCLC 


2003-18867 TD 5.13:(V.NO.&NOS.)A 
Proceedings of the Marine Safety Council. 
v.: @ltem 0941 
I. Purl: 
02520397 


http://purl.access.gpo.gov/GPO/LPS2006 OCLC 


2003-18868 TD 5.13:(V.NO.&NOS.)B 
Proceedings of the Marine Safety Council . 
v.: @Item 0941 (MF) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS2006 OCLC 
29245177 


NATIONAL HIGHWAY TRAFFIC SAFETY 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


2003-18869 TD 8.2:SA 1/48 
Safety belts and African Americans, 2003 report. — Rev. Mar. 
2003. — [2003] 
[4] p.; Shipping list no.: 2003-0245-P. @ltem 0982-D-51 
OCLC 52767214 


2003-18870 TD 8.22:ST 2 
State alcohol related fatality rates . — [2002] 
117 p. :— (NHTSA technical report) Shipping list no.: 2003- 
0281-M. @lItem 0982-D-23 (MF) @lItem 0982-D-23 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34880 OCLC 
52739761 


RESEARCH AND SPECIAL PROGRAMS 
ADMINISTRATION 
Transportation Dept. 

Washington, DC 20590 


2003-18871 TD 10.8:EM 3/(DATE) 
Guia de respuesta en caso de emergencia . 
@ltem 0982-K-03 (online) 
I. Purl: Current issue only: http://purl.access.gpo.gov/GPO/ 
LPS33936 OCLC 52834477 


DEPARTMENT OF VETERANS AFFAIRS 
Washington, DC 20420 


2003-18872 VA 1.2:P 27/3 
Disclosing adverse events to patients . — [2003] 
15 p.; Shipping list no.: 2003-0223-P. @lItem 0985 
OCLC 52761948 


2003-18873 VA 1.2:2003014063 
VHA vision 2020 . — [2003] 
@ltem 0985 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35526 OCLC 
52916448 


2003-18874 
CHAMPVA . — [20027] 
iv, 75, [4] p. : Shipping list no.: 2003-0252-P. @lItem 0987 
@ltem 0987 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3567 | 
52916103 


VA 1.10:C 35/2002 


OCLC 





SENATE DOCUMENTS 


Senate documents are available from the Senate Document Room 
unless otherwise indicated. 


2003-18875 Y 1.1/3:107-17 


Semiannual report of the Architect of the Capitol for the period ... 
pursuant to section 105(b), Public Law 454, Eighty-eighth Congress. 
v. ; (Document / 107th Congress, 2d session, Senate ; 107- 
17) Shipping list no.: 2003-0145-P. Issue: Apr. 1, 2002 through 
Sept. 30, 2002. @ltem 0996-A @lItem 0996-B (MF) @lItem 
0996-A (online) @ltem 0996-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS30161 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS30163 
OCLC 02960458 


SENATE REPORTS 


Senate reports are available from the Senate Document Room unless 
otherwise indicated. 


2003-18876 Y 1.1/5:(CONG-SESS-NOS.)CF 
Report on the activities of the Committee on Finance of the United 


States Senate during the ... Congress pursuant to Rule XXVI of 


the Standing Rules of the United States Senate. 
v. ; (Report / Senate) @Item 1008-C @ltem 1008-C (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35590 OCLC 
47857636 


2003-18877 Y 1.1/5:(>CONG-SESS-NOS.)01 
Allocation to subcommittees of budget totals from the concurrent reso- 
lution for fiscal year ... 
v. ; (Report / Senate) @Item 1008-C @Item 1008-D (MF) 
@ltem 1008-C (online) @ltem 1008-D (online) 
E. Purl: http://purl.access.gpo.gov/GPO/LPS5369 OCLC 
24147452 


2003-18878 Y 1.1/5:108-52 
Special report of the Select Committee on Intelligence, United States 
Senate . 

v. ; (Report / 108th Congress, Ist session, Senate ; 108-52) Ship- 
ping list no.: 2003-0211-P. Issue: Jan. 3, 2001 to Nov. 22, 2002. 
@ltem 1008-C @ltem 1008-D (MF) @lItem 1008-C (online) 
@ltem 1008-D (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34490 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS3449 | 
OCLC 36522887 


2003-18879 Y 1.1/5:108-72 
To establish the Native American Health and Wellness Foundation, 
and for other purposes . — [2003] 
10 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
72) Shipping list no.: 2003-0235-P. @ltem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @lItem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS33926 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS33927 
OCLC 52753321 


2003-18880 Y 1.1/5:108-75 


To authorize the integration and consolidation of alcohol and substance 
abuse programs and services provided by Indian tribal governments, 
and for other purposes . — [2003] 

19 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
75) Shipping list no.: 2003-0235-P. @ltem 1008-C @lItem 1008- 
C (online) @Item 1008-D (MF) @ltem 1008-D (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34120 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34121 
OCLC 52739985 


201-068 D-SIG 4 


Government Publications — November 2003 


2003-18881 Y 1.1/5:108-76 
Elevating the position of Director of the Indian Health Service within 
the Department of Health and Human Services to Assistant Secretary 
for Indian Health, and for other purposes . — [2003] 
17 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
76) Shipping list no.: 2003-0239-P. @ltem 1008-C @ltem 1008- 
C (online) @lItem 1008-D (MF) @ltem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS 341 12 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS341 14 
OCLC 52732942 


2003-18882 Y 1.1/5:108-77 
Allocation to subcommittees of budget totals from the concurrent reso- 
lution for fiscal year ... 

v. ; (Report / 108th Congress, Ist session, Senate ; 108-77) Ship- 
ping list no.: 2003-0235-P. Issue: 2004. @ltem 1008-C @ltem 
1008-D (MF) @Item 1008-C (online) @lItem 1008-D (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34563 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34564 
OCLC 24147452 


2003-18883 Y 1.1/5:108-78 
Availability of SCHIP allotments for fiscal years 1998 through 2001 
. — [2003] 
11 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
78) Shipping list no.: 2003-0239-P. @ltem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @ltem 1008-D (online) 
I. Purl: Complete version: _http://purl.access.gpo.gov/GPO/ 
LPS34118 OCLC 52740718 


2003-18884 Y 1.1/5:108-78/CORR. 
Availability of SCHIP allotments for fiscal years 1998 through 2001 
. —[Corr. print.]. — [2003] 
Il p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
78) Shipping list no.: 2003-0241-P. @ltem 1008-C @ltem 1008- 
C (online) @Item 1008-D (MF) @lItem 1008-D (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34119 OCLC 
52779081 


2003-18885 Y 1.1/5:108-79 
Check Truncation Act of 2003 . — [2003] 
9 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
79) Shipping list no.: 2003-0241-P. @ltem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @ltem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34317 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34318 
OCLC 52769827 


2003-18886 Y 1.1/5:108-80 
Intelligence Authorization Act for fiscal year 2004 . — [2003) 
4 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
80) Shipping list no.: 2003-0241-P. @ltem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @ltem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS3428 1 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34286 
OCLC 52762023 


2003-18887 Y 1.1/5:108-81 


Departments of Labor, Health and Human Services, and Education, 

and related agencies appropriation bill, 2004 . — [2003] 

343 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
81) Shipping list no.: 2003-0232-P. @ltem 1008-C @lItem 1008- 
C (online) @ltem 1008-D (MF) @lItem 1008-D (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34230 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34231 
OCLC 52789159 
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Senate Reports 


2003-18888 Y 1.1/5:108-82 
Military construction appropriation bill, 2004 . — [2003] 
54 p. :— (Report / 108th Congress, Ist session, Senate ; 108- 
82) Shipping list no.: 2003-0239-P. @ltem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @lItem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34108 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34109 
OCLC 52732752 


2003-18889 Y 1.1/5:108-84 
Pediatric Research Equity Act of 2003 . — [2003] 
36 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
84) Shipping list no.: 2003-0239-P. @lItem 1008-C @ltem 1008- 
C (online) @lItem 1008-D (MF) @lItem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34122 
i. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34123 
OCLC 52739643 


2003-18890 Y 1.1/5:108-85 
Expressing the policy of the United States regarding the United States 
relationship with Native Hawaiians and to provide a process for 
the recognition by the United States of the Native Hawaiian gov- 
erning entity, and for other purposes . — [2003] 
52 p. :— (Report / 108th Congress, Ist session, Senate ; 108- 
85) Shipping list no.: 2003-0242-P. @ltem 1008-C @Item 1008- 
C (online) @lItem 1008-D (MF) @lItem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS348 11 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS348 13 
OCLC 52824936 


2003-18891 Y 1.1/5:108-86 
Department of Homeland Security appropriations bill, 2004 . — [2003] 
74 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
86) Shipping list no.: 2003-0246-P. @ltem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @ltem 1008-D (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34309 
li. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34310 
OCLC 52768893 


2003-18892 Y 1.1/5:108-87 
Department of Defense appropriations bill, 2004 . — [2003] 
201 p. ;— (Report / 108th Congress, Ist session, Senate ; 108- 
87) Shipping list no.: 2003-0244-P. @lItem 1008-C @ltem 1008- 
C (online) @ltem 1008-D (MF) @lItem 1008-D (online) 
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2 v. : Shipping list no.: 2002-0245-M (v. 1), 2002-0038-M (v. 
2). Contents: v. 1. Specifications — v. 2. Bases. @Item 1051- 
H-02 (MF) S/N 052-020-00858-2 (set) (paper copy) 
OCLC 52479308 


2003-19025 Y 3.N 88:10/1437/SUPP.1/FINAL 


Y 3.N 88:10/1437/SUPP.4/FINAL 
Generic environmental impact statement for license renewal of nuclear 
plants . — 1999- 

v. : Shipping list no.: 2000-0075-M (suppl. 1), 2002-0065-M 
(suppl. 4) Contents: suppl. 1. Calvert Cliffs Nuclear Power Plant 
— suppl. 4. Regarding the Edwin I. Hatch Nuclear Plant, units 
1 and 2. @lItem 1051-H-02 (MF) @lItem 1051-H-02 (online) S/ 
N 052-020-00746-2 (suppl.1) (paper copy); 052-020-00847-7 
(suppl.4) (paper copy) 

I. Purl: Suppl. 1: 
Purl: Suppl. 4: 
43624735 


http://purl.access.gpo.gov/GPO/LPS34793 _ II. 
http://purl.access.gpo.gov/GPO/LPS34794 OCLC 


2003-19026 Y 3.N 88:10/1437/SUPP.1-3 


Y 3.N 88:10/1437/SUPP.5-10/DRAFT 


Y 3.N 88:10/1437/SUPP.13/DRAFT 
Generic environmental impact statement for license renewal of nuclear 
plants . — 1999- 

v.: Shipping list no.: 99-0585-M (suppl. 1), 99-0686-M (suppl. 
2), 2001-0360-M (suppl. 3), 2001-0481-M (suppl. 5), 2002-0431- 
M (suppl. 6), 2002-0536-M (suppl. 7, 9), 2002-0493-M (suppl. 8), 
2002-0537-M (suppl. 10), 2003-0356-M (suppl. 13). Contents: 
suppl. 1. Calvert Cliffs Nuclear Power Plant — suppl. 2. Oconee 
Nuclear Station — suppl. 3. Arkansas Nuclear One, unit 1 — 
suppl. 5. Turkey Point units 3 and 4 — suppl. 6. Surry Power 
Station, units | and 2 — suppl. 7. Nort Anna Power Station, 
units | and 2 — supar Station, units | and 2 — suppl. 9. Catawba 
Nuclear Station, units | and 2 — suppl. 10. Peach Bottom Atomic 
Power Station, units | and 2 — suppl. 13. H.B. Robinson Steam 
Electric Plant, unit no. 2. @Item 1051-H-02 (MF) @lItem 1051- 
H-02 (online) S/N 052-020-00746-2 (suppl.1) (paper copy); 052- 
020-00901-5 (suppl.7) (paper copy); 052-020-00902-3 (suppl.8) 
(paper copy) 

I. Purl: 
42694187 


2003-19027 Y 3.N 88:10/1437/SUPP.12/FINAL 
Generic environmental impact statement for license renewal of nuclear 
plants . — 1999- 
Contents: suppl. 12. Fort Calhoun Station, unit 1. 
1051-H-02 (online) S/N 052-020-00955-4 (suppl.12) (paper copy) 
I. Purl: Suppl. 12: http://purl.access.gpo.gov/GPO/LPS35518 
OCLC 52880607 


http://purl.access.gpo.gov/GPO/LPS35438 OCLC 
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2003-19028 Y 3.N 88:10/1520 


Standard review plan for the review of a license application for a 
fuel cycle facility. final report . — [2002] 

1 v. Shipping list no.: 2002-0354-M. @lItem 1051-H-02 (MF) 
@ltem 1051-H-02 (online) S/N 052-020-00895-7 (paper) GPO 
abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS31384 OCLC 
52906943 


2003-19029 Y 3.N 88:10/1538 
Preliminary performance-based analyses relevant to dose-based_per- 
formance measures for a proposed geologic repository at Yucca 
Mountain . — 2001. 
1 v. (various pagings) : Shipping list no.: 2002-0220-M. @Item 
1051-H-02 (MF) S/N 052-020-00879-5 (paper copy) 
OCLC 49717979 


2003-19030 Y 3.N 88:10/1569/FINAL 
Standard review plan for in situ leach uranium extraction license 
applications . — 2003. 
@ltem 1051-H-02 (online) S/N 052-020-00959-7 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35543 OCLC 
52887599 


2003-19031 Y 3.N 88:10/1569/REV.1 
Standard review plan for in situ leach uranium extraction license 
applications . — Rev. 1. — 2002. 
1 v. (various pagings) : Shipping list no.: 2002-0220-M. @Item 
1051-H-02 (MF) 
OCLC 49718113 


2003-19032 Y 3.N 88:10/1575/2000/REV.1 
Multi-agency radiation survey and _ site 
(MARSSIM) . — Rev. 1. — [2000- 
@ltem 1051-H-02 (online) @lItem 1051-H-02 (MF) S/N 052- 
020-00814-1 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS22398 OCLC 
50647130 


investigation manual 


2003-19033 Y 3.N 88:10/1620/REV.1 
Standard review plan for the review of a reclamation plan for mill 
tailings sites under title II of the Uranium Mill Tailings Radiation 
Control Act . — Rev. 1. — [2002] 
1 v. (various pagings) : Shipping list no.: 2002-0220-M. @lItem 
1051-H-02 (MF) @lItem 1051-H-02 (online) S/N 052-020-00792- 
6 
I. Purl: 
52075480 


http://purl.access.gpo.gov/GPO/LPS31385 OCLC 


2003-19034 Y 3.N 88:10/1620/REV.1/FINAL 
Standard review plan for the review of a reclamation plan for mill 
tailings sites under title Il of the Uranium Mill Tailings Radiation 
Control Act . — Rev. 1. — 2003. 
@ltem 1051-H-02 (online) S/N 052-020-00958-9 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS31385 OCLC 
52896255 


2003-19035 Y 3.N 88:10/1624/REV.1 
Technical basis and implementation guidelines for a technique for 
human event analysis (ATHEANA) . — Rev. 1. — 2000. 
1 v. (various pagings) : Shipping list no.: 2002-0038-M. @Item 
1051-H-02 (MF) S/N 052-020-00787-0 (paper copy) 
OCLC 49858112 





2003-19036 Y 3.N 88:10/1640/V.1/2003 


Y 3.N 88:10/1640/V.3/2003 
Radiological assessments for clearance of materials from nuclear facili- 
ties . — 2003. 

Contents: v. 1. Main report — v. 3. Appendices F and G. 
@ltem 1051-B-11 (online) S/N 052-020-00956-2 (v.1) (paper 
copy); 052-020-00957-1 (v.3) (paper copy) 

I. Purl: Vol. 1:  http://purl.access.gpo.gov/GPO/LPS35547 _ II. 
Purl: Vol. 3: http://purl.access.gpo.gov/GPO/LPS35548 OCLC 
52896273 


2003-19037 Y 3.N 88:10/1650 
The United States of America . — 2002. 
I v. (various pagings) : Shipping list no.: 2002-0240-M. @lItem 
1051-H-02 (MF) @lItem 1051-H-02 (online) S/N 052-020-00887- 
6 (paper copy) 
I Purl: 
49749622 
2003-19038 Y 3.N 88:10/1713 
Standard review plan for decommissioning cost estimates for nuclear 
power reactors . — 2001. 
vi, 53 p. : Shipping list no.: 2002-0245-M. 
02 (MF) 
OCLC 49747450 


2003-19039 Y 3.N 88:10/1717/2001 
Systematic radiological assessment of exemptions for source and by- 
product materials . — 2001. 
1 v. (various pagings) : Shipping list no.: 2001-0481-M. @Item 
1051-H-02 (MF) @lItem 1051-H-02 (online) S/N 052-020-00859- 
1 (paper copy) 
S Purl: 
49680425 


2003-19040 Y 3.N 88:10/1725/DRAFT 
Human interaction with reused soil . — 2000. 
1 v. (various pagings) ; Shipping list no.: 2002-0220-M. 
1051-H-02 (MF) S/N 052-020-00891-4 (paper copy) 
OCLC 49718161 


2003-19041 Y 3.N 88:10/1725/FINAL 
Human interaction with reused soil . — 2002. 

xvi, 81, [30] p.: Shipping list no.: 2002-0275-M. 
H-02 (MF) @lItem 1051-H-02 (online) 
(paper copy) 

5 Purl: 
51587883 


2003-19042 Y 3.N 88:10/1736/FINAL 
Consolidated guidance . — 2001. 
1 v. (various pagings) : Shipping list no.: 2002-0240-M. @lItem 
1051-H-02 (MF) @lItem 1051-H-02 (online) S/N 052-020-00880- 
9 (paper copy) 
I. Purl: 
49734683 


2003-19043 Y 3.N 88:10/1744/2001 


Assessment of the TRAC-M codes using Flecht-Seaset reflood and 
steam cooling data. — 2001. 
xi, 82 p. : Shipping list no.: 2002-0065-M. @lItem 1051-H- 
02 (MF) S/N 052-020-00846-9 (paper copy) 
OCLC 50670957 


2003-19044 Y 3.N 88:10/1745 


Standard format and content for technical specifications for 10 CFR 
72 cask certificates of compliance . — 2001. 
vii, 5, 32 p. Shipping list no.: 2002-0275-M. @Item 1051- 
H-02 (MF) S/N 052-020-00860-4 (paper copy) 
OCLC 50924605 


http://purl.access.gpo.gov/GPO/LPS35575 OCLC 


@ltem 1051-H- 


http://purl.access.gpo.gov/GPO/LPS34092 OCLC 


@ltem 1051- 
S/N 052-020-0089 1-4 


http://purl.access.gpo.gov/GPO/LPS35673 OCLC 


http://purl.access.gpo.gov/GPO/LPS33551 OCLC 
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2003-19045 Y 3.N 88:10/1746 
System-level repository sensitivity analyses, using TPA version 3.2 
code . — 2001. 
i v. (various pagings) : Shipping list no.: 2002-0038-M. 
1051-H-02 (MF) S/N 052-020-00870-1 (paper copy) 
OCLC 50678720 


2003-19046 Y 3.N 88:10/1747 
Overview and summary of NRC involvement with DOE in the Tank 
Waste Remediation System-Privatization (TWRS-P) Program . — 
2001. 
xvili, 270 p. : Shipping list no.: 2002-0113-M. 
H-02 (MF) S/N 052-020-00869-8 (paper copy) 
OCLC 49732624 


2003-19047 Y 3.N 88:10/1748 
Environmental review guidance for licensing actions associated with 
NMSS programs . — 2001. 
xiv, 124, [63] p. : Shipping list no.: 2002-0178-M. 
1051-H-02 (MF) @lItem 1051-H-02 (online) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35052 OCLC 
50920475 


2003-19048 Y 3.N 88:10/1749 


Implications from the phenomenon identification and ranking tables 
(PIRTs) and suggested research activities for high burnup fuel . 
— 2001. 

vii, 26 p. : Shipping list no.: 2002-0113-M. 
02 (MF) S/N 052-020-00877-9 (paper copy) 
OCLC 49731426 


2003-19049 Y 3.N 88:10/1750 
Assessment of soil amplification of earthquake ground motion using 
the ““CARES”’ code version 1.2 . — 2001. 
xii, 32 p. : Shipping list no.: 2002-0178-M. 
02 (MF) S/N 052-020-00875-2 (paper copy) 
OCLC 50863260 


2003-19050 Y 3.N 88:10/1752 
Assessment of modernization and integration of BWR components 
and spatial kinetics in the TRAC-M, Version 3690, code . — 
2001. 
1 v. (various pagings) : Shipping list no.: 2002-0220-M. 
1051-H-02 (MF) S/N 052-020-00884-1 (paper copy) 
OCLC 49730476 


2003-19051 Y 3.N 88:10/1754 
A new comparative analysis of LWR fuel designs . — 2001. 
1 v. (various pagings) : Shipping list no.: 2002-0240-M. 
1051-H-02 (MF) S/N 052-020-00883-3 (paper copy) 
OCLC 49734882 


2003-19052 Y 3.N 88:10/1755 
Some observations on risk-informing appendices A and B to 10 CFR 
part 50. — 2002. 
1 v. (various pagings). Shipping list no.: 2002-0275-M. 
1051-H-02 (MF) S/N 052-020-00888-4 (paper copy) 
OCLC 50920484 


2003-19053 
Safety culture . — 2002. 
vii, 52 p. : Shipping list no.: 2002-0275-M. 
02 (MF) S/N 052-020-00892-2 (paper copy) 
OCLC 50391601 


2003-19054 Y 3.N 88:10/1774 
A survey of crane operating experience at U.S. nuclear power plants 
from 1968 through 2002 . — 2003. 
@item 1051-H-02 (online) S/N 052-020-00951-1 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34743 OCLC 
52822802 
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2003-19055 Y 3.N 88:10/1803 
Safety evaluation report related to the license renewal of Edwin I. 
Hatch Nuclear Plant, units | and 2. — 2001. 
1 v. (various pagings). Shipping list no.: 2002-0220-M. @lItem 
1051-H-02 (MF) S/N 052-020-00882-5 (paper copy) 
OCLC 49730723 


2003-19056 Y 3.N 88:10/1804/REV.2/2003 
Yucca Mountain review plan . — Revision 2. — [2003] 
@ltem 1051-H-02 (online) S/N 052-020-00953-8 (paper copy) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS34332 OCLC 
52887644 


2003-19057 Y 3.N 88:25/0041/REV.1 
Manual of respiratory protection against airborne radioactive material 
. — Revision 1. — 2001. 
xxvii, 123, [18] p. : Shipping list no.: 2001-0229-M. 
1051-H-11 (MF) S/N 052-021-01921-1 (paper copy) 
OCLC 47078233 


@liem 


2003-19058 

Perspectives on reactor safety 

1 v. (various pagings) : 

H-11 (online) 

I Purl: 
51775768 


Y 3.N 88:25/6042/REV.2 

— Rev. 2. — 2002. 

@item 1051-H-11 (MF) @lItem 1051- 

S/N 052-021-01998-0 (paper) 
http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19059 Y 3.N 88:25/6115 
PWR and BWR pressure vessel fluence calculation benchmark prob- 
lems and solutions . — [20017] 

1 v. Shipping list no.: 2002-0245-M. 
@ltem 1051-H-11 (online) 
cataloging. 

L. Purl: 
52914432 


@ltem 1051-H-11 (MF) 
S/N 052-021-01974-2 GPO abridged 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19060 Y 3.N 88:25/6500/REV.2 
Owners of nuclear power plants . — Rev. 2. — [2002] 
ix, 76 p. ; Shipping list no.: 2002-0357-M. 
11 (MF) @ltem 1051-H-11 (online) 
L. Purl: 
51775711 


@ltem 1051-H- 
S/N 052-021-01992-1 (paper) 
http://purl.access.gpo.gov/GPO/LPS31410 OCLC 


2003-19061 


Effects of smoke on functional circuits . 
xi, 36, 6 p Shipping list no.: 98-0329-M. 
11 (MF) S/N 052-021-01633-6 (paper copy) 
OCLC 40128687 


Y 3.N 88:25/6543 
— 1997. 
@ltem 1051-H- 


2003-19062 Y 3.N 88:25/6577/SUPP.1 
U.S. nuclear power plant operating cost and experience summaries 
. — 2000. 
xi, 276 p. 
(paper copy) 
OCLC 52785712 


@ltem 1051-H-11 (MF) S/N 052-021-01914-9 


2003-19063 Y 3.N 88:25/6597 
Results and insights on the impact of smoke on digital instrumentation 
and control . — [20017] 

1 v. Shipping list no.: 2002-0275-M. @ltem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01935-1 (paper copy) 
GPO abridged cataloging. 

L. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52906877 
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2003-19064 Y 3.N 88:25/6629 


Atom probe tomography characterization of the solute distributions 
in a neutron-irradiated and annealed pressure vessel steel weld . 
— 2000. 

xx, 13 p. :— (HSSI report ; 24) Shipping list no.: 2001- 
0235-M. @Item 1051-H-11 (MF) S/N 052-021-01910-6 (paper 
copy) 

OCLC 48178383 


2003-19065 Y 3.N 88:25/6632 
Solubility and leaching of radionuclides in Site Decommissioning Man- 
agement Plan (SDMP) slags . — [2001] 

1 v. Shipping list no.: 2002-0275-M. @lItem 1051-H-11 (MF) 
@item 1051-H-11 (online) S/N 052-021-01988-2 (paper copy) 
GPO abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52831128 


2003-19066 Y 3.N 88:25/6662 
KENO3D visualization tool for KENO V.a and KENO-VI geometry 
models . — 2000. 
ix, 21 p. : Shipping list no.: 2001-0229-M. @Item 1051-H- 
11 (MF) S/N 052-021-01880-1 (paper copy) 
OCLC 48126149 


2003-19067 Y 3.N 88:25/6666 
Survey of waste solidification process technologies . — 2001. 
xxvii, 159, [4] p. : Shipping list no.: 2001-0229-M. @ltem 
1051-H-11 (MF) @ltem 1051-H-11 (online) S/N 052-021-01929- 
7 (paper copy) 
L. Purl: 
52776765 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19068 Y 3.N 88:25/6669 
Evaluation of terminated licenses parts 30, 40, and 70 . —[2002] 
Shipping list no.: 2002-0339-M. @Item 1051-H-11 (MF) 
@item 1051-H-11 (online) S/N 052-021-02001-5 (paper) GPO 
abridged cataloging. 
Jt Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52914509 


2003-19069 Y 3.N 88:25/6675 


Interaction of zinc vapor with Zircaloy and the effect of zinc vapor 
on the mechanical properties of Zircaloy . — 2000. 


ix, 27 p. : Shipping list no.: 2001-0274-M. @ltem 1051-H- 
11 (MF) S/N 052-021-01878-9 (paper copy) 
OCLC 48692981 


2003-19070 Y 3.N 88:25/6677 
Evaluation of risk associated with intergranular stress corrosion crack- 
ing in boiling water reactor internals . — 2000. 
| v. (various pagings) : Shipping list no.: 2001-0110-M. @lItem 
1051-H-11 (MF) S/N 052-021-01883-5 (paper copy) 
OCLC 52730218 


2003-19071 Y 3.N 88:25/6678 
Pretest round robin analysis of a prestressed concrete containment 
vessel model . — 2000. 
1 v. (various pagings) : Shipping list no.: 2001-0110-M. @Item 
1051-H-11 (MF) S/N 052-021-01887-8 (paper copy) 
OCLC 48126006 


2003-19072 Y 3.N 88:25/6687 
Irradiation-assisted stress corrosion cracking of model austenitic stain- 
less steel alloys . — 2000. 
xi, 31 p. : Shipping list no.: 2001-0110-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01899-1 (paper copy) 
OCLC 48126375 





2003-19073 Y 3.N 88:25/6688 


Testing, verifying, and validating SAPHIRE versions 6.0 and 7.0 . 
2000. 


1 v. (various pagings) : Shipping list no.: 2001-0255-M. @ltem 
1051-H-11 (MF) S/N 052-021-01902-5 (paper copy) 
OCLC 48165930 


2003-19074 Y 3.N 88:25/6695 
Hydrologic uncertainty assessment for decommissioning sites . 
2001. 

xi, 34, [19] p.: Shipping list no.: 2001-0340-M. @ltem 1051- 
H-1i (MF) @lItem 1051-H-11 (online) S/N 052-021-01934-3 
(paper copy) 

E Purl: 
48411741 


http://purl.access.gpo.gov/GPO/LPS34418 OCLC 


2003-19075 Y 3.N 88:25/6698 
Guide for validation of nuclear criticality safety calculational method- 
ology . — 2001. 
vii, 42 p. : Shipping list no.: 2001-0255-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01916-5 (paper copy) 
OCLC 48166068 


2003-19076 Y 3.N 88:25/6699 
A review of large-scale fracture experiments relevant to pressure vessel 
integrity under pressurized thermal shock conditions . — 2001. 
vi, 33 p. : Shipping list no.: 2001-0274-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01917-3 (paper copy) 
OCLC 48166122 


2003-19077 Y 3.N 88:25/6702 
Limited burnup credit in criticality safety analysis . — 2001. 
xi, 23 p. : Shipping list no.: 2001-0235-M. @lItem 1051-H- 
11 (MF) @ltem 1051-H-11 (online) S/N 052-021-01918-1 (paper 
copy) 
I. Purl: 
52785684 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19078 Y 3.N 88:25/6703 
Environmental effects of extending fuel burnup above 60 Gwd/MTU 
. — 2001. 
1 v. (various pagings) : Shipping list no.: 2001-0274-M. @lItem 
1051-H-11 (MF) S/N 052-021-01924-6 (paper copy) 
OCLC 48178411 


2003-19079 Y 3.N 88:25/6705 
Historical case analysis of uranium plume attenuation . — 2001. 
vi, 40 p. : Shipping list no.: 2001-0274-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01931-9 (paper copy) 
OCLC 52911573 


2003-19080 Y 3.N 88:25/6705 
Historical case analysis of uranium plume attenuation . — [2000] 
1 v. Shipping list no.: 2001-0274-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01931-9 GPO abridged 
cataloging. 
I. Purl: 
52911573 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19081 Y 3.N 88:25/6710 


Extending the dynamic flowgraph methodology (DFM) to model 
human performance and team effects . — 2001. 
1 v. (various pagings) : Shipping list no.: 2001-0340-M. @lItem 
1051-H-11 (MF) S/N 052-021-01944-1 (paper copy) 
OCLC 48410662 


Government Publications — November 2003 


2003-19082 Y 3.N 88:25/6715 
Probability-based evaluation of degraded reinforced concrete compo- 
nents in nuclear power plants . — 2001. 
xv, 248 p. : Shipping list no.: 2001-0371-M. @lItem 1051- 
H-11 (MF) S/N 052-021-01948-3 (paper copy) 
OCLC 48523018 


2003-19083 Y 3.N 88:25/6716 
Recommendations on fuel parameters for standard technical specifica- 
tions for spent fuel storage casks . — 2001. 
xi, 47 p. : Shipping list no.: 2001-0340-M. @lItem 1051-H- 
11 (MF) @Item 1051-H-11 (online) S/N 052-021-01941-6 (paper 
copy) 
I. Purl: 
52814490 


2003-19084 Y 3.N 88:25/6717 
Environmental effects on fatigue crack initiation in piping and pressure 
vessel steels . — 2001. 
xv, 67 p. : Shipping list no.: 2001-0371-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01949-1 (paper copy) 
OCLC 48411273 


2003-19085 Y 3.N 88:25/6718 
OPUS/PlotOPUS, an ORIGEN-S post-processing utility and plotting 
program for SCALE . — 2001. 
xi, 64 p. : Shipping list no.: 2001-0371-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01946-7 (paper copy) 
OCLC 48411436 


2003-19086 Y 3.N 88:25/6721 
Effects of alloy chemistry, cold work, and water chemistry on corro- 
sion fatigue and stress corrosion cracking of nickel alloys and welds 
. — 2001. 
xi, 50 p. : Shipping list no.: 2001-0371-M. @lItem 1051-H- 
11 (MF) S/N 052-021-01947-5 (paper copy) 
OCLC 48411553 


2003-19087 Y 3.N 88:25/6726 
Aging management and performance of stainless steel bellows in nu- 
clear power plants . — [2001] 

1 v. Shipping list no.: 2002-0239-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01951-1-3 GPO abridged 
cataloging. 

I. Purl: 
52906728 


2003-19088 Y 3.N 88:25/6736 
Validation of SCALE sequence CSAS26 for criticality safety analysis 
of VVER and RBMK fuel designs . — [2002] 
1 v. Shipping list no.: 2001-0235-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01987-4 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52905779 


2003-19089 Y 3.N 88:25/6744 
Phenomenon identification and ranking tables (PIRTs) for loss-of-cool- 
ant accidents in pressurized and boiling water reactors containing 
high burnup fuel . — 2001. 
1 v. (various pagings) : Shipping list no.: 2002-0240-M. @ltem 
1051-H-11 (MF) @Item 1051-H-11 (online) S/N 052-021-01984- 
0 
L. Purl: 
51552722 
2003-19090 Y 3.N 88:25/6745 
Dry cask storage characterization project—phase | . —[2001?] 
1 v. Shipping list no.: 2002-0113-M. @ltem 1051-H-11 (MF) 


@ltem 1051-H-11 (online) S/N 052-021-01978-5 GPO abridged 
cataloging. 


http://purl.access.gpo.gov/GPO/LPS31372 OCLC 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


Page 99 





United States Institute of Peace 


I. Purl: 
§2915512 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19091 Y 3.N 88:25/6747 

Computational benchmark for estimation of reactivity margin from 
fission products and minor actinides in PWR burnup credit . — 
{2001] 

1 v. Shipping list no.: 2002-0239-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01981-5 GPO abridged 
cataloging. 

I. Purl: 
52912926 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19092 Y 3.N 88:25/6747 

Computational benchmark for estimation of reactivity margin from 
fission products and minor actinides in PWR burnup credit . — 
{2001} 

1 v. Shipping list no.: 2002-0239-M. @lItem 1051-H-01 (MF) 
@ltem 1051-H-01 (online) S/N 052-021-01981-5 GPO abridged 
cataloging. 

i Purl: 
52912926 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19093 
STARBUCS . — [20017] 
1 v. Shipping list no.: 2002-0239-M. @ltem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01982-3 GPO abridged 
cataloging. 
I. Purl: 
52913084 


Y 3.N 88:25/6748 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


2003-19094 Y¥ 3.N 88:25/6752 
A comparative analysis of special treatment requirements for systems, 
structures, and components (SSCs) of nuclear power plants with 
commercial requirements of non-nuclear power plants . — [2002] 
1 v. Shipping list no.: 2002-0239-M. @Item 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01986-6 (paper copy) 
GPO abridged cataloging. 
L. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52914836 


2003-19095 Y 3.N 88:25/6753 
Review of findings for human performance contribution to risk in 
operating events . — [2002] 

1 v. Shipping list no.: 2002-0339-M. @lItem 1051-H-11 (MF) 
@item 1051-H-11 (online) S/N 052-021-01997-1 (paper copy) 
GPO abridged cataloging. 

i Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52831200 


2003-19096 Y 3.N 88:25/6754 


Review of industry responses to NRC generic letter 97-06 on degrada- 
tion of steam generator internals . — [20027] 


1 v. Shipping list no.: 2002-0240-M. @lItem 1051-H-11 (MF) 


@ltem 1051-H-11 (online) 
abridged cataloging. 


& Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52907441 


S/N 052-021-01985-8 (paper) GPO 


2003-19097 Y 3.N 88:25/6755 


Technical basis for calculating radiation doses for the building occu- 
pancy scenario using the probabilistic RESRAD-BUILD 3.0 code 
. — [2002]. 

1 v. Shipping list no.: 2002-0339-M. @lItem 1051-H-11 (MF) 
@item 1051-H-11 (online) S/N 052-021-01989-1 (paper) GPO 
abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS31390 OCLC 
52914219 
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2003-19098 Y 3.N 88:25/6757 
Large-scale molecular dynamics simulations of metal sorption onto 
the basal surfaces of clay minerals . — [2002] 

i v. Shipping list no.: 2002-0292-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-i1 (online) S/N 052-021-01990-4 (paper) GPO 
abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52914278 


2003-19099 Y 3.N 88:25/6758 


Radionuclide-chelating agent complexes in low-level radioactive decon- 
tamination waste; stability, adsorbtion and transport potential . — 
(2001?) 

1 v. Shipping list no.: 2002-0292-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01991-2 (paper copy) 
GPO abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52914405 


2003-19100 Y 3.N 88:25/6759 
Parametric study of the effect of control rods for PWR burnup credit 
. —[2002] 
1 v. @Item 1051-H-11 (MF) @lItem 1051-H-11 (online) S/ 
N 052-021-01993-9 (paper copy) 
I. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52912580 


2003-19101 Y 3.N 88:25/6761 
Parametric study of the effect of burnable poison rods for PWR burnup 
credit . — [2002] 

1 v. Shipping list no.: 2002-0292-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01995-5 (paper copy) 
GPO abridged cataloging. 

I. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52906650 


2003-19102 Y¥ 3.N 88:25/6763 


Aging assessment of safety-related fuses used in low-and medium- 
voltage applications in nuclear power plants . — [2002] 
1 v. Shipping list no.: 2002-0357-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-02002-3 (paper copy) 
GPO abridged cataloging. 


i. Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52915256 


2003-19103 Y 3.N 88:25/6780 
Performance of MOV stem lubricants at elevated temperature . — 
[2001] 

1 v. Shipping list no.: 2002-0240-M. @lItem 1051-H-11 (MF) 
@ltem 1051-H-11 (online) S/N 052-021-01983-1 GPO abridged 
cataloging. 

I. Purl: 
52914923 


2003-19104 Y 3.N 88:27/0175 
Proceedings of the Advisory Committee on Reactor Safeguards Work- 
shop on Future Reactors . — 2001. 

xviii, 316 p. :— (NUREG/CP ; 0175) Shipping list no.: 2002- 
0245-M. @lItem 1051-H-13 (MF) @lItem 1051-H-13 (online) S/ 
N 052-025-00117-2 (paper copy) 

‘ Purl: http://purl.access.gpo.gov/GPO/LPS27474 OCLC 
52496714 


http://purl.access.gpo.gov/GPO/LPS27474 OCLC 


UNITED STATES INSTITUTE OF PEACE 
Washington, DC 20503 
2003-19105 Y 3.P 31:20/103 


Can faith-based NGOs advance interfaith reconciliation? — [2003] 
— (Special report ; 103) @ltem 1063-K (online) 





1. Purl: 
52779053 


2003-19106 Y 3.P 31:20/107 
Democratic constitution making . — [2003] 
— (Special report ; 107) @Item 1063-K (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34339 
52778788 


2003-19107 Y 3.P 31:20/108 
Islamist politics in Iraq after Saddam Hussein . — [2003] 
— (Special report ; 108) @lItem 1063-K (online) 


E Purl: http://purl.access.gpo.gov/GPO/LPS35592 
52890813 


2003-19108 Y 3.P 31:20/109 
Zimbabwe and the prospects for nonviolent political change . 
[2003] 
— (Special report ; 109) @ltem 1063-K (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35593 OCLC 
52891252 


http://purl.access.gpo.gov/GPO/LPS34340 


WESTERN WATER POLICY REVIEW 
ADVISORY COMMISSION Denver Co. 


2003-19109 Y 3.2:ST 8/ST 8/DRAFT 
Tentative draft report . — [1998] 
ix, 91 p.: Shipping list no.: 1999-0086-P. @Item 1089 @lItem 
1089 (online) 
I. Purl: 
40607389 


http://purl.access.gpo.gov/GPO/LPS2211 OCLC 


AGING, Special Committee on, 
Senate 
Washington, DC 20510 


2003-19110 Y 4.AG 4:S.HRG.108-30 
Global aging . — 2003. 
ili, 168 p. :— (S. hrg. ; 108-30) Shipping list no.: 2003- 
0222-P. @lItem 1009-B-01 @lItem 1009-B-01 (online) @ltem 
1009-C-01 (MF) @Item 1009-C-01 (online) 


£ Purl: http://purl.access.gpo.gov/GPO/LPS33223 OCLC 
52487078 


AGRICULTURE, Committee on, 
House 
Washington, DC 20515 


2003-19111 Y 4.AG 8/1:C 73/20 
Commodity Futures Modernization Act . — 2003. 
iii, 127 p. : Shipping list no.: 2003-0250-P. @Item 1010-A 
@ltem 1010-A (online) @Item 1010-B (MF) @lItem 1010-B (on- 
line) S/N 552-070-30089-9 


if Purl: http://purl.access.gpo.gov/GPO/LPS35222 OCLC 
52855048 


2003-19112 Y 4.AG 8/1:P 12/12 
Proposals to ban packer ownership of livestock . — 2003. 

iv, 171 p. : Shipping list no.: 2003-0250-P. @Item 1010-A 
@item 1010-A (online) @Item 1010-B (MF) @lItem 1010-B (on- 
line) S/N 552-070-30092-9 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35223 OCLC 
52855260 


2003-19113 Y 4.AG 8/1:108-6 
Financial status of the crop insurance industry . — 2003. 
iii, 42 p. ; Shipping list no.: 2003-0246-P. @lItem 1010-A 


@ltem 1010-A (online) @lItem 1010-B (MF) @lItem 1010-B (on- 
line) S/N 552-070-30020-1 


Government Publications — November 2003 


1. Purl: 
52782841 


http://purl.access.gpo.gov/GPO/LPS34369 OCLC 


2003-19114 Y 4.AG 8/1:108-9 
Review of biotechnology in agriculture . — 2003. 
ili, 36 p. ; Shipping list no.: 2003-0258-P. @ltem 1010-A 
@item 1010-A (online) @ltem 1010-B (MF) @lItem 1010-B (on- 
line) S/N 552-070-30106-2 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35645 OCLC 
52899168 


AGRICULTURE, NUTRITION, AND FORESTRY, 
Committee on, Senate 
Washington, DC 20510 


2003-19115 Y 4.AG 8/3:S.HRG.107-439 
Nomination hearing for Nancy S. Bryson, Grace Daniel, Fred Dailey, 
and Thomas Dorr . — 2003. 
iv, 403 p. :— (S. hrg. ; 107-439) Shipping list no.: 2003- 
0222-P. @lItem 1032-C @lItem 1032-C (online) @lItem 1032-D 
(MF) @ltem 1032-D (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34217 OCLC 
52479340 


APPROPRIATIONS, Committee on, 
House 
Washington, DC 20515 


2003-19116 Y 4.AP 6/1:AG 8/2004/PTS.1-8 
Agriculture, Rural Development, Food and Drug Administration, and 
related agencies appropriations for 2004 . — 2003- 
v. : Shipping list no.: 2003-0199-P (pt. 1), 2003-0241-P (pts. 
2, 4, 8), 2003-0229-P (pt. 3), 2003-0202-P (pt. 5), 2003-0242- 
P (pts. 6-7). Contents: pt. 1. FY 2004 revised explanatory notes 
— pt. 2. Department of Agriculture — pt. 3. Testimony of members 
of Congress and other interested individuals and organizations — 
pt. 4. Conservation programs and marketing and regulatory programs 
— pt. 5. Agricultural programs: Food and Drug Administration, 
Farm Credit Administration, Commodity Futures Trading Commis- 
sion — pt. 6. Research, education, and economics programs — 
pt. 7. Farm and Foreign Agricultural Service programs and food 
safety programs — pt. 8. Food and Nutrition programs and Rural 
Development programs. @ltem 1011 @ltem 1011-A (MF) S/N 
552-070-29850-9 (pt.1); 552-070-30011-2 (pt.2); 552-070-29900-9 
(pt.3); 552-070-30010-4 (pt.4); 552-070-29853-3 (pt.5); 552-070- 
30068-6 (pt.6); 552-070-30067-8 (pt.7); 552-070-30009-1 (pt.8) 
OCLC 52437525 


2003-19117 Y 4.AP 6/1:D 63/2004/PTS.1-2 
District of Columbia appropriations for 2004 . — 2003. 
v. : Shipping list no.: 2003-0250-P (pt. 1), 2002-0253-P (pt. 
2). Contents: pt. 1. Court services and offender supervision agency 
for the District of Columbia ... — pt. 2. Justifications. @Item 
1011 @lItem 1011-A (MF) S/N 552-070-30076-7 (pt.1); 552-070- 
3008 1-3 (pt.2) 
OCLC 52922746 


2003-19118 Y 4.AP 6/1:F 76/6/2004/PTS.1 A-C 

Foreign operations, export financing, and related programs appropria- 
tions for 2004 . — 2003- 

v. : Shipping list no.: 2003-0253-P (pts. 1A, 1B), 2003-0254- 
P (pt. 1C). Contents: pt. 1A. Justification of budget estimates — 
pts. 1B-C. Official justification of budget estimates, Agency for 
International Development. @Item 1011 @lItem 1011-A (MF) S/ 
N 552-070-30098-8 (pt.1 A); 552-070-30099-6 (pt.1 B); 552-070- 
30097-0 (pt.1 C) 
OCLC 52922625 
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Banking, Housing, and Urban Affairs — Committee 


2003-19119 Y 4.AP 6/1:L 11/2004/PTS.2-6 
Departments of Labor, Health and Human Services, Education, and 
related agencies appropriations for 2004 . — 2003- 

v. : Shipping list no.: 2003-0249-P (pts. 2, 6), 2003-0247-P 
(pts. 3, 4A-B, 5). Contents: pt. 2. Department of Health and 
Human Services — pt. 3. Department of Health and Human Serv- 
ices, Public Health Service (excluding the National Institutes of 
Health) — pts. 4A-B. National Institutes of Health — pt. 5. Depart- 
ment of Education — pt. 6. Related agencies. @Item 1011 @Item 
1011-A (MF) S/N 552-070-30100-3 (pt.2); 552-070-30083-0 (pt.3); 
552-070-30065-1 (pt.4 A); 552-070-30066-0 (pt.4 B); 552-070- 
30082-1 (pt.5); 552-070-30078-3 (pt.6) 

OCLC 52865516 


ARMED SERVICES, Committee on, 
House 
Washington, DC 20515 
2003-19120 Y 4.AR 5/2:V 63 
Vessel operations under flags of convenience and their implications 
on national security . — 2003. 
iv, 174 p. : Shipping list no.: 2003-0250-P. @ltem 1012-C- 
Ol @lItem 1012-D-01 (MF) S/N 552-070-30075-9 
OCLC 52861154 
2003-19121 Y 4.AR 5/2 A:2001-2002/18 
Assessing the support of Middle Eastern countries friendly to the 
United States . — 2003. 
iii, 66 p. ; Shipping list no.: 2003-0235-P. @lItem 1012-C- 
O01 @ltem 1012-D-01 (MF) S/N 552-070-29965-3 
OCLC 52860665 


2003-19122 Y 4.AR 5/2 A:2001-2002/28 

Hearings on National Defense Authorization Act for fiscal year 2003— 
H.R. 4546 and oversight of previously authorized programs, before 
the Committee on Armed Services, House of Representatives, One 
Hundred Seventh Congress, second session . — 2003. 

lv, 604 p. : Shipping list no.: 2003-0229-P. @ltem 1012-C- 
O01 @lItem 1012-D-01 (MF) 
OCLC 52577419 


2003-19123 Y 4.AR 5/2 A:2001-2002/30 

Hearings on National Defense Authorization Act for fiscal year 2003— 
H.R. 4546 and oversight of previously authorized programs, before 
the Committee on Armed Services, House of Representatives, One 
Hundred Seventh Congress, second session . — 2003. 

vill, 467 p. : Shipping list no.: 2003-0229-P. @lItem 1012- 
C-01 @ltem 1012-D-01 (MF) 
OCLC 52732973 


2003-19124 Y 4.AR 5/2 A:2001-2002/31 

Hearings on National Defense Authorization Act for fiscal year 2003— 
H.R. 4546 and oversight of previously authorized programs, before 
the Committee on Armed Services, House of Representatives, One 
Hundred Seventh Congress, second session . — 2003. 

x, 507 p. : Shipping list no.: 2003-0227-P. @lItem 1012-C- 
Ol @litem 1012-D-01 (MF) 
OCLC 52732918 


ARMED SERVICES, Committee on, 
Senate 
Washington, DC 20510 


2003-19125 Y 4.AR 5/3:S.HRG.107-75 
The fiscal year 2000 report to Congress of the panel to assess the 
reliability, safety, and security of the United States nuclear stockpile 
. — 2001. 
ili, 58 p. :— (S. hrg. ; 107-75) Shipping list no.: 2001-0284- 
P. @ltem 1034-A @ltem 1034-B (MF) S/N 552-070-27103-1 
OCLC 52090751 
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on, Senate 


BANKING, HOUSING, AND URBAN AFFAIRS, 
Committee on, Senate 
Washington, DC 20510 


2003-19126 Y 4.B 22/3:S.HRG.107-940 
The U.S. economic outlook . — 2003. 

ili, 60 p. : b ill. ;— (S. hrg. ; 107-940) Shipping list no.: 
2003-0247-P. @ltem 1035-C @lItem 1035-C (online) @lItem 
1035-D (MF) @ltem 1035-D (online) S/N 552-070-30053-8 

i. Purl: http://purl.access.gpo.gov/GPO/LPS34799 OCLC 
52824626 


2003-19127 Y 4.B 22/3:S.HRG.107-945 
Reauthorization of the Transportation Equity Act of the 2ist Century 
(TEA-21) . — 2003. 

v, 257 p. :— (S. hrg. ; 107-945) Shipping list no.: 2003- 
0259-P. @lItem 1035-C @lItem 1035-C (online) @lItem 1035-D 
(MF) @lItem 1035-D (online) S/N 552-070-30095-3 

1. Purl: http://purl.access.gpo.gov/GPO/LPS35777 OCLC 
52849020 


2003-19128 Y 4.B 22/3:S.HRG.107-946 
Bringing more unbanked Americans into the financial mainstream . 
— 2003. 

ili, 66 p. ;— (S. hrg. ; 107-946) Shipping list no.: 2003- 
0258-P. @ltem 1035-C @lItem 1035-C (online) @lItem 1035-D 
(MF) @lItem 1035-D (online) S/N 552-070-30118-6 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35686 
I]. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35687 
OCLC 52840499 


2003-19129 Y 4.B 22/3:S.HRG.107-948/V.1-4 
Accounting reform and investor protection . — 2003. 

4 v. :— (S. hrg. ; 107-948) Shipping list no.: 2003-0249- 
P (v. 1-2, 4), 2003-0247-P (v. 3). @Item 1035-C @lItem 1035- 
C (online) @Item 1035-D (MF) @lItem 1035-D (online) S/N 
552-070-30079-1 (v.1); 552-070-30096-1 (v.2); 552-070-30063-5 
(v.3); 552-070-30080-5 (v.4) 

I. Purl: Vol. 1:  http://purl.access.gpo.gov/GPO/LPS35014 _ IL. 
Purl: Vol. 2: http://purl.access.gpo.gov/GPO/LPS35017 III. Purl: 
Vol. 3, text version: http://purl.access.gpo.gov/GPO/LPS35020 IV. 
Purl: Vol. 3, PDF version: http://purl.access.gpo.gov/GPO/LPS35021 
V. Purl: Vol. 4: http://purl.access.gpo.gov/GPO/LPS35023 OCLC 
52846988 


2003-19130 Y 4.B 22/3:S.HRG.107-950 
Reauthorization of the McKinney-Vento Homeless Assistance Act . 
— 2003. 

iil, 73 p. ;— (S. hrg. ; 107-950) Shipping list no.: 2003- 
0258-P. @Item 1035-C @lItem 1035-C (online) @lItem 1035-D 
(MF) @lItem 1035-D (online) S/N 552-070-30120-8 

i. Purl: http://purl.access.gpo.gov/GPO/LPS35715 OCLC 
52833646 


2003-19131 Y 4.B 22/3:S.HRG.107-951 
The annual national export strategy report of the Trade Promotion 
Coordinating Committee . — 2003. 

ili, 98 p. :— (S. hrg. ; 107-951) Shipping list no.: 2003- 
0264-P. @ltem 1035-C @ltem 1035-C (online) @Item 1035-D 
(MF) @ltem 1035-D (online) S/N 552-070-30129-1 

t. Purl: http://purl.access.gpo.gov/GPO/LPS3585 1 
52899956 


OCLC 





BUDGET, Committee on the, 
House 
Washington, DC 20515 


2003-19132 Y 4.B 85/3:105-13-2 
Budget projections and baselines . — 1998. 
ili, 58 p. ; Shipping list no.: 1998-0312-P. @lItem 1035-B- 
01 @ltem 1035-B-02 (MF) 
OCLC 39642033 


2003-19133 Y 4.B 85/3:108-6 
Department of Defense budget priorities for fiscal year 2004 . 
2003. 
ili, 68 p. ; Shipping list no.: 2003-0227-P. @lItem 1035-B- 
O01 @lItem 1035-B-01 (online) @lItem 1035-B-02 (MF) @lItem 
1035-B-02 (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS33966 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS33968 
OCLC 52741751 


2003-19134 
Members’ day . — 2003. 
iv, 117 p. : Shipping list no.: 2003-0244-P. @Item 1035-B- 
O01 @lItem 1035-B-01 (online) @lItem 1035-B-02 (MF) @ltem 
1035-B-02 (online) S/N 552-070-30031-7 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35553_ OCLC 
52865636 


Y 4.B 85/3:108-7 


2003-19135 Y 4.B 85/3-10:(DATE) 
Rules of procedure of the Committee on the Budget. 
v.; @ltem 1035-B-01 @ltem 1035-B-02 (MF) 
OCLC 11895776 


2003-19136 Y 4.C 44:C 64 
Codes of conduct . — 2003. 
ili, 62 p. ; Shipping list no.: 2003-0258-P. @ltem 1009-C- 
14 @Item 1009-C-14 (online) @lItem 1009-C-15 (MF) @lItem 
1009-C-15 (online) S/N 552-070-30114-3 A 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35782 OCLC 
52924913 


2003-19137 
The rule of law in China . — 2003. 
ili, 65 p. ; Shipping list no.: 2003-0242-P. @lItem 1009-C- 
14 @lItem 1009-C-14 (online) @ltem 1009-C-15 (MF) @lItem 
1009-C-15 (online) 
I. Purl: Text version: hittp://purl.access.gpo.gov/GPO/LPS34345 
I. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34346 
OCLC 52809660 


Y 4.C 44:R 86 


2003-19138 
Dangerous secrets . — 2003. 
ili, 48 p. ; Shipping list no.: 2003-0258-P. @lItem 1009-C- 
14 @lItem 1009-C-14 (online) @lItem 1009-C-15 (MF) @lItem 
1009-C-15 (online) S/N 552-070-30110-1 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35679 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35678 
OCLC 52906981 


Y 4.C 44:SE 2 


2003-19139 Y 4.C 44:T 22 
Teaching and learning Tibetan . — 2003. 
iii, 40 p. Shipping list no.: 2003-0246-P. @ltem 1009-C- 
14 @ltem 1009-C-14 (online) @lItem 1009-C-15 (MF) @Item 
1009-C-15 (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34348 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34349 
OCLC 52801379 


Government Publications — November 2003 


COMMERCE, SCIENCE, & TRANSPORTATION, 
Committee on, Senate 
Washington, DC 20510 


2003-19140 Y 4.C 73/7:S.HRG.106-1086 
Reauthorization of the Magnuson-Stevens Fishery Conservation and 
Management Act . — 2003. 

iv, 147 p. :— (S. hrg. ; 106-1086) Shipping list no.: 2003- 
0258-P. @lItem 1041-A @lItem 1041-A (online) @lItem 1041-B 
(MF) @lItem 1041-B (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35721 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35722 
OCLC 52888481 


2003-19141 
S. 2340 . — 2003. 
ili, 108 p. ;— (S. hrg. ; 106-1103) Shipping list no.: 2003- 
0259-P. @ltem 1041-A @lItem 1041-A (online) @ltem 1041-B 
(MF) @ltem 1041-B (online) S/N 552-070-30132-1 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35634 
I]. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35635 
OCLC 52898772 


Y 4.C 73/7:S.HRG.106-1103 


2003-19142 Y 4.C 73/7:S.HRG.106-1110 
Oversight hearing on the Boston Central Artery/Tunnel Project . 
2003. 

ili, 113 p. :— (S. hrg. ; 106-1110) Shipping list no.: 2003- 
0239-P. @ltem 1041-A @lItem 1041-A (online) @ltem 1041-B 
(MF) @ltem 1041-B (online) S/N 552-070-29976-9 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34093 OCLC 
52733633 


2003-19143 Y 4.C 73/7:S.HRG.107-671 
TEA-21 reauthorization . — 2003. 
iv, 145 p.:— (S. hrg. ; 107-671) @ltem 1041-A @ltem 1041- 
A (online) @Item 1041-B (MF) @ltem 1041-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35717 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35718 
OCLC 52849073 


2003-19144 Y 4.C 73/7:S.HRG.107-934 


Nominations of John Hammerschmidt to be a member of the National 
Transportation Safety Board, Jeffrey Runge to be Administrator of 
the National Highway Traffic Safety Administration, Nancy Victory 
to be Assistant Secretary of Commerce for Communications and 
Information, and Otto Wolff to be Assistant Secretary of Commerce 
and Chief Financial Officer . — 2003. 

iii, 63 p. ;— (S. hrg. ; 107-934) @ltem 1009-C-14 @ltem 
1009-C-14 (online) @Item 1009-C-15 (MF) @lItem 1009-C-15 
(online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34220 
I]. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34221 
OCLC 52534553 


2003-19145 Y 4.C 73/7:S.HRG.107-936 

Nominations of Michael P. Jackson, to be Deputy Secretary of the 
Department of Transportation, and Brenda L. Becker, to be Assistant 
Secretary of the Department of Commerce for Legislative and Inter- 
governmental Affairs . — 2003. 

iii, 26 p. ;— (S. hrg. 107-936) Shipping list no.: 2003- 
0235-P. @Item 1009-C-14 @lItem 1009-C-14 (online) @ltem 
1009-C-15 (MF) @ltem 1009-C-15 (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34198 
I. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34 199 
OCLC 52576365 
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Education and the Workforce, Committee on — House 


2003-19146 Y 4.C 73/7:S.HRG.107-961 


Nomination of Harold D. Stratton, Jr., to be Commissioner and Chair- 
man of the Consumer Product Safety Commission . — 2003. 

ili, 22 p. ;— (S. hrg. ; 107-961) Shipping list no.: 2003- 
0258-P. @item 1041-A @lItem 1041-A (online) @Item 1041-B 
(MF) @ltem 1041-B (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35713 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS357 14 
OCLC 52823582 


ENERGY AND COMMERCE (HOUSE) 
Committee on, 
Washington, DC 20515 


2003-19147 Y 4.C 73/8:SA 7 
SARS . — 2003. 
iii, 139 p. : Shipping list no.: 2003-0250-P. @lItem 1019-A- 
Ol @ltem 1019-A-01 (online) @Item 1019-B-O01 (MF) @lItem 
1019-B-01 (online) S/N 552-070-30090-2 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35225 OCLC 
52856128 


2003-19148 Y 4.C 73/8:T 69 
Travel and tourism in America today . — 2003. 
ili, 119 p. : Shipping list no.: 2003-0250-P. @ltem 1019-A- 
Ol @lItem 1019-A-01 (online) @Item 1019-B-01 (MF) @ltem 
1019-B-O1 (online) S/N 552-070-30087-2 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35224 OCLC 
52855954 


2003-19149 Y 4.C 73/8:108-2 
Assessing the need to enact medical liability reform . — 2003. 
iii, 277 p. : Shipping list no.: 2003-0178-P. @lItem 1019-A- 
Ol @Item 1019-A-01 (online) @Item 1019-B-01 (MF) @lItem 
1019-B-O1 (online) S/N 552-070-29634-4 
I. Purl: Incomplete version: _ http://purl.access.gpo.gov/GPO/ 
LPS34142 OCLC 52240967 


2003-19150 Y 4.C 73/8:108-7 
Comprehensive national energy policy . — 2003. 
iv, 498 p. ; Shipping list no.: 2003-0220-P. 
Ol @ltem 1019-B-01 (MF) 
OCLC 52685309 


2003-19151 Y 4.C 73/8:108-10 
HIV/AIDS, TB, and malaria . — 2003. 

ii, 63 p. ; Shipping list no.: 2003-0246-P. @lItem 1019-A-01 
@ltem 1019-A-01 (online) @ltem 1019-B-01 (MF) @ltem 1019- 
B-O1 (online) S/N 552-070-29962-9 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34416 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34417 
OCLC 52800907 


2003-19152 Y 4.C 73/8:108-11 
Furthering public health security . — 2003. 
v, 117 p. ; Shipping list no.: 2003-0239-P. @ltem 1019-A- 
01 @ltem 1019-A-01 (online) @ltem 1019-B-01 (MF) @lItem 
1019-B-01 (online) S/N 552-070-29979-3 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34172 
Il. Purl: PDF verision: http://purl.access.gpo.gov/GPO/LPS34173 
OCLC 52824813 


2003-19153 Y 4.C 73/8:108-12 
The Commercial Spectrum Enhancement Act . — 2003. 
iii, 43 p. Shipping list no.: 2003-0246-P. @lItem 1019-A- 
Ol @lItem 1019-A-O1 (online) @lItem 1019-B-01 (MF) @lItem 
1019-B-01 (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35383 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35384 
OCLC 52865537 


@ltem 1019-A- 
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2003-19154 Y 4.C 73/8:108-16 
The effectiveness of Leaking Underground Storage Tank cleanup pro- 
grams . — 2003. 
ili, 41 p. : Shipping list no.: 2003-0258-P. @lItem 1019-A- 
Ol @lItem 1019-A-01 (online) @lItem 1019-B-01 (MF) @lItem 
1019-B-O1 (online) S/N 552-070-30108-9 
I. Purl: http://purl.access.gpo.gov/GPO/LPS3568 | 
52907292 


2003-19155 Y 4.C 73/8:108-17 
A review of FASB action post-Enron and Worldcom . — 2003. 
iii, 52 p. ; Shipping list no.: 2003-0258-P. @lItem 1019-A- 
Ol @Item 1019-A-01 (online) @Item 1019-B-O1 (MF) @ltem 
1019-B-O1 (online) S/N 552-070-30084-8 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35824 OCLC 
52848492 
2003-19156 Y 4.C 73/8:108-18 
The United Nations Oil for Food Program . — 2003. 
iii, 50 p. : Shipping list no.: 2003-0258-P. @lItem 1019-A- 
Ol @lItem 1019-A-01 (online) @ltem 1019-B-01 (MF) @ltem 
1019-B-01 (online) S/N 552-070-30111-9 
i. Purl: http://purl.access.gpo.gov/GPO/LPS35629 OCLC 
52898071 


2003-19157 


OCLC 


Y 4.C 73/8:108-19 
Trade in services and e-commerce . — 2003. 
ili, 107 p. ; Shipping list no.: 2003-0249-P. @lItem 1019-A- 
OL @lItem 1019-A-01 (online) @ltem 1019-B-O1 (MF) @lItem 
1019-B-O1 (online) S/N 552-070-30069-4 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35169 OCLC 
52847750 


EDUCATION AND the WORKFORCE, Committee 
on, 
House 
Washington, DC 20515 


2003-19158 Y 4.ED 8/1:108-1 
**Back to work . — [2003] 

iv, 144 p. : Shipping list no.: 2003-0246-P. @lItem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @lItem 1015-B (on- 
line) 

I. Purl: 
52834851 


2003-19159 Y 4.ED 8/1:108-2 
The Pension Security Act . — [20037] 

iv, 146 p. : Shipping list no.: 2003-0225-P. @ltem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @lItem 1015-B (on- 
line) 

I. Purl: 
52741840 


2003-19160 Y 4.ED 8/1:108-7 
H.R. 1119, the Family Time Flexibility Act . — [2003] 

vi, 125 p. ; Shipping list no.: 2003-0242-P. @lItem 1015-A 
@ltem 1015-A (online) @lItem 1015-B (MF) @lItem 1015-B (on- 
line) 

I. Purl: 
52848189 


2003-19161 Y 4.ED 8/1:108-10 


H.R. 660, the Small Business Health Fairness Act . — [2003] 

vi, 206 p. ; Shipping list no.: 2003-0244-P. @lItem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @lItem 1015-B (on- 
line) 

I. Purl: 
52826563 


http://purl.access.gpo.gov/GPO/LPS34730 OCLC 


http://purl.access.gpo.gov/GPO/LPS33947 OCLC 


http://purl.access.gpo.gov/GPO/LPS35029 OCLC 


http://purl.access.gpo.gov/GPO/LPS34474 OCLC 





2003-19162 Y 4.ED 8/1:108-12 
Missing, exploited and runaway youth . — [20037] 

iv, 145 p. ; Shipping list no.: 2003-0225-P. @lItem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @lItem 1015-B (on- 
line) 

: Purl: 
52741815 


http://purl.access.gpo.gov/GPO/LPS33948 OCLC 


2003-19163 Y 4.ED 8/1:108-14 
Protecting children . — [2003] 

iv, 144 p. ; Shipping list no.: 2003-0242-P. @lItem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @lItem 1015-B (on- 
line) 

E Purl: 
52834826 


http://purl.access.gpo.gov/GPO/LPS34732 OCLC 


2003-19164 Y 4.ED 8/1:108-15 
The state of American higher education . — [2003] 

iv, 183 p. : Shipping list no.: 2003-0242-P. @ltem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @lItem 1015-B (on- 
line) 

E Purl: 
52818551 


http://purl.access.gpo.gov/GPO/LPS34477 OCLC 


2003-19165 Y 4.ED 8/1:108-16 
America’s teacher colleges . — [2003] 

iv, 238 p. ; Shipping list no.: 2003-0246-P. @lItem 1015-B 
(online) @Item 1015-A @lItem 1015-A (online) @Item 1015-B 
(MF) 

ie Purl: 
52826336 


http://purl.access.gpo.gov/GPO/LPS34733 OCLC 


2003-19166 Y 4.ED 8/1:108-20 
H.R. 1583, The Occupational Safety and Health Fairness Act of 2003 
Small Business and Workplace Safety . — [2003] 

iv, 194 p. ; Shipping list no.: 2003-0254-P. @lItem 1015-A 
@ltem 1015-A (online) @Item 1015-B (MF) @ltem 1015-B (on- 
line) 

I. Purl: 
52906824 


http://purl.access.gpo.gov/GPO/LPS35551 OCLC 


ENERGY AND NATURAL RESOURCES, 
Committee on, Senate 
Washington, DC 20510 


2003-19167 Y 4.EN 2:S.HRG.108-47 
Land acquisition from willing sellers, trail of the ancients, study of 
four national historic trails, and willing sellers for the majority 
of the trails in the system . — 2003. 
ili, 54 p. ;— (S. hrg. ; 108-47) Shipping list no.: 2003-0246- 
P. @lItem 1040-A @lItem 1040-A (online) @Item 1040-B (MF) 
@ltem 1040-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34693 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34694 
OCLC 52826534 


2003-19168 Y 4.EN 2:S.HRG.108-57 
Electricity proposals and Electric Transmission and Reliability En- 
hancement Act of 2003 . — 2003. 

iii, 240 p. ;— (S. hrg. ; 108-57) Shipping list no.: 2003- 
0246-P. @lItem 1040-A @lItem 1040-A (online) @lItem 1040-B 
(MF) @lItem 1040-B (online) 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34354 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34355 
OCLC 52801431 


Government Publications — November 2003 


2003-19169 Y 4.EN 2:S.HRG.108-59 
Theme study to identify sites of Cold War, study sites in Beaufort, 
SC, McLoughlin House in Oregon City, OR, boundary of Glen 
Canyon Recreation Area, and San Gabriel River Watershed resource 
study . — 2003. 
ili, 28 p. ;— (S. hrg. ; 108-59) Shipping list no.: 2003-0246- 
P. @Item 1040-A @Item 1040-A (online) @lItem 1040-B (MF) 
@ltem 1040-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34351 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34352 
OCLC 52801331 


2003-19170 Y 4.EN 2:S.HRG.108-64 
Fremont-Madison conveyance, Tualatin River Basin, Irvine Basin Sur- 
face, Hawaii Water Resources, and amend Reclamation Projects 
Act . — 2003. 
ill, 45 p. :— (S. hrg. ; 108-64) Shipping list no.: 2003-0246- 
P. @ltem 1040-A @lItem 1040-A (online) @lItem 1040-B (MF) 
@ltem 1040-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34695 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34696 
OCLC 52807398 


2003-19171 Y 4.EN 2:S.HRG.108-65 


Memorial to honor armed forces, requirements for name on Vietnam 
Veterans Memorial, Memorial to Martin Luther King, Jr., and center 
for Vietnam Veterans Memorial . — 2003. 

ili, 58 p. ;— (S. hrg. ; 108-65) Shipping list no.: 2003-0258- 
P. @ltem 1040-A @lItem 1040-A (online) @Item 1040-B (MF) 
@ltem 1040-B (online) S/N 552-070-30112-7 

I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35817 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35818 
OCLC 52931591 


2003-19172 Y 4.EN 2:S.HRG.108-68 
Wild Sky Wilderness Act, land in Douglas County, OR, camps on 
the Salmon River, Cibola National Wildlife Refuge, and Alaska 
Native Village Corporation land exchange . — 2003. 
iii, 66 p. ;— (S. hrg. ; 108-68) Shipping list no.: 2003-0258- 
P. @ltem 1040-A @lItem 1040-A (online) @lItem 1040-B (MF) 
@ltem 1040-B (online) S/N 552-070-30117-8 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35826 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35827 
OCLC 52826472 


2003-19173 Y 4.EN 2:S.PRT.(CONG-SESS-NOS.)NA 
Rules, membership, and jurisdiction of the Committee on Energy and 
Natural Resources . 
v.;(S. prt.) @lItem 1040-A @lItem 1040-B (MF) 
OCLC 23370447 


FINANCE, Committee on, 
Senate 
Washington, DC 20510 


2003-19174 Y 4.F 49:S.HRG.108-20 
Nominations of Joseph Robert Goeke, Glen L. Bower, Daniel Pearson, 
Charlotte R. Lane, and Raymond T. Wagner . — 2003. 
iii, 96 p. ;— (S. hrg. ; 108-20) Shipping list no.: 2003-0232- 
P. @litem 1038-A @lItem 1038-B (MF) 
OCLC 52534457 


2003-19175 Y 4.F 49:S.HRG.108-39 
Administration’s trade agenda . — 2003. 
iii, 83 p. ;— (S. hrg. ; 108-39) Shipping list no.: 2003-0227- 
P. @ltem 1038-A @lItem 1038-B (MF) 
OCLC 52517178 


Page 105 





Foreign Relations, Committee on — Senate 


2003-19176 Y 4.F 49:S.HRG.108-40 
Nomination of Dr. John W. Snow . — 2003. 
iv, 138 p. ;— (S. hrg. ; 108-40) Shipping list no.: 2003-0244- 
P. @ltem 1038-A @Item 1038-B (MF) 
OCLC 52801302 


2003-19177 Y 4.F 49:S.PRT.108-29 
Description of the Prescription Drug and Medicare Improvement Act 
of 2003 . — 2003. 
vi, 100 p. ;— (S. prt. ; 108-29) Shipping list no.: 2003-0225- 
P. @lItem 1038-A @lItem 1038-A (online) @Item 1038-B (MF) 
@ltem 1038-B (online) 
OCLC 52512003 


FINANCIAL SERVICES, Committee on, 
Washington, DC 20515 


2003-19178 Y 4.F 49/20:108-2 
Recovery and renewal . — 2003. 

v, 304 p Shipping list no.: 2003-0225-P. @Item 1013-C 
@ltem 1013-C (online) @lItem 1013-D (MF) @Item 1013-D (on- 
line) 

I. Purl: 
52751612 


http://purl.access.gpo.gov/GPO/LPS33957 OCLC 


2003-19179 Y 4.F 49/20:108-8 
Business Checking Freedom Act of 2003—H.R. 758 and H.R. 859 
. — 2003. 

vi, 134 p. ; Shipping list no.: 2003-0222-P. @lItem 1013-C 
@ltem 1013-C (online) @Item 1013-D (MF) @lItem 1013-D (on- 
line) 

I Purl: 
52741220 


http://purl.access.gpo.gov/GPO/LPS33300 OCLC 


2003-19180 Y 4.F 49/20:108-9 

H.R. 658, the Accountant, Compliance, and Enforcement Staffing Act 
of 2003 and H.R. 957, the Broker Accountability Through Enhanced 
Transparency Act of 2003 . — 2003. 

v, 54 p. ; Shipping list no.: 2003-0246-P. @lItem 1013-C 
@ltem 1013-C (online) @Item 1013-D (MF) @ltem 1013-D (on- 
line) S/N 552-070-30022-8 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35557 OCLC 
52883467 


2003-19181 Y 4.F 49/20:108-11 
Mutual fund industry practices and their effect on individual investors 
. — 2003. 

u. 237 Pp. Shipping list no.: 2003-0246-P. @lItem 1013-C 
@ltem 1013-C (online) @ltem 1013-D (MF) @lItem 1013-D (on- 
line) S/N 552-070-30047-3 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34414 OCLC 
52800077 


FOREIGN RELATIONS, Committee on, 
Senate 
Washington, DC 20510 


2003-19182 Y 4.F 76/2:S.HRG.108-35 


The January 27 UNMOVIC and IAEA reports to the U.N. Security 
Council reports to the U.N. Security Council on inspections in 
Iraq . — 2003. 

ili, 82 p. ;— (S. hrg. ; 108-35) Shipping list no.: 2003-0232- 
P. @ltem 1039-A @Item 1039-A (online) @Item 1039-B (MF) 
@ltem 1039-B (online) 

1. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34222 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34223 
OCLC 52544313 
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2003-19183 Y 4.F 76/2:S.HRG.108-43 
The future of Iraq . — 2003. 
ili, 94 p. ;— (S. hrg. ; 108-43) Shipping list no.: 2003-0249- 
P. @ltem 1039-A @ltem 1039-A (online) @Item 1039-B (MF) 
@ltem 1039-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35005 
li. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35007 
OCLC 52807372 


2003-19184 Y 4.F 76/2:S.HRG.108-51 
An agreed framework for dialog with North Korea . — 2003. 
ili, S51 p. ;— (S. hrg. ; 108-51) Shipping list no.: 2003-0244- 
P. @ltem 1039-A @ltem 1039-A (online) @Item 1039-B (MF) 
@ltem 1039-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34698 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34699 
OCLC 52697480 


2003-19185 Y 4.F 76/2:S.HRG.108-52 


Nonproliferation programs of the Department of State . — 2003. 

ii, 105 p. :— (S. hrg. ; 108-52) Shipping list no.: 2003- 
0244-P. @lItem 1039-A @Item 1039-A (online) @lItem 1039-B 
(MF) @Item 1039-B (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34240 OCLC 
52826687 


2003-19186 
Iraq . — 2003. 
ili, 82 p. ;— (S. hrg. ; 108-53) Shipping list no.: 2003-0244- 
P. @ltem 1039-A @ltem 1039-A (online) @ltem 1039-B (MF) 
@ltem 1039-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34480 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS3448 1 
OCLC 52691512 


Y 4.F 76/2:S.HRG.108-53 


2003-19187 Y 4.F 76/2:S.HRG.108-56 
Regional implications of the changing nuclear equation on the Korean 
Peninsula . — 2003. 
ili, 68 p. ;— (S. hrg. ; 108-56) Shipping list no.: 2003-0246- 
P. @ltem 1039-A @lItem 1039-A (online) @lItem 1039-B (MF) 
@ltem 1039-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34495 
I]. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34496 
OCLC 52834640 


2003-19188 Y 4.F 76/2:S.HRG.108-63 


Safer embassies in unsafe places . — 2003. 
ili, 109 p. :— (S. hrg. ; 108-63) Shipping list no.: 2003- 
0249-P. @Item 1039-A @lItem 1039-A (online) @lItem 1039-B 
(MF) @lItem 1039-B (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35016 OCLC 
52833670 


2003-19189 
Iraq . — 2003. 
v, 45 p. :— (S. prt. ; 108-31) Shipping list no.: 2003-0259- 
P. @item 1039-A @Item 1039-A (online) @lItem 1039-B (MF) 
@ltem 1039-B (online) 


L Purl: http://purl.access.gpo.gov/GPO/LPS35757 OCLC 
52933563 


Y 4.F 76/2:S.PRT.108-31 


2003-19190 Y 4.G 8/1:108-7 
Review of the conservation title of the Farm Security and Rural 
Development Act . — 2003. 

ili, 70 p. ; Shipping list no.: 2003-0268-P. @ltem 1010-A 
@ltem 1010-A (online) @Item 1010-B (MF) @Item 1010-B (on- 
line) S/N 552-070-30058-9 

1. Purl: http://purl.access.gpo.gov/GPO/LPS35812 OCLC 
52931069 





2003-19191 Y 4.G 74/4:M 54/2 


Mercury in dental amalgams . — 2003. 

ili, 474 p. : Shipping list no.: 2003-0227-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @Item 1016-B (on- 
line) 

I. Purl: 
52707434 


http://purl.access.gpo.gov/GPO/LPS34265 OCLC 


GOVERNMENT REFORM AND OVERSIGHT, 
Committee on, 
House 
Washington, DC 20515 


2003-19192 Y 4.G 74/7:AB 9/6 
The effectiveness of substance abuse education and treatment programs 
in prevention of crime . — 2003. 

ili, 135 p. : Shipping list no.: 2003-0242-P. @ltem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-29984-0 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34614 OCLC 
52817194 


2003-19193 Y 4.G 74/7:B 52/6 

How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical, or nuclear 
attack? — 2003. 

iii, 111 p. : Shipping list no.: 2003-0211-P. @lItem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29826-6 

EL Purl: http://purl.access.gpo.gov/GPO/LPS34326 OCLC 
52776567 


2003-19194 Y 4.G 74/7:B 52/6/2002 

How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical, or nuclear 
attack? — 2003. 

ili, 111 p. : Shipping list no.: 2003-0211-P. @Item 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29826-6 

L Purl: http://purl.access.gpo.gov/GPO/LPS34326 OCLC 
52776567 


2003-19195 Y 4.G 74/7:B 52/6/2002-2 

How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical, or nuclear 
attack? — 2003. 

ili, 114 p. ; Shipping list no.: 2003-0220-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29877-1 

L Purl: http://purl.access.gpo.gov/GPO/LPS33430 OCLC 
52599504 


2003-19196 Y 4.G 74/7:B 52/6/2002-3 

How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical, or nuclear 
attack . — 2003. 

iii, 122 p. ; Shipping list no.: 2003-0227-P. @Item 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29935-1 

I. Purl: http://purl.access.gpo.gov/GPO/LPS33549 OCLC 
52638492 


2003-19197 Y 4.G 74/7:B 52/6/2002-4 
How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical or nuclear at- 
tack? — 2003. 
iii, 168 p. : Shipping list no.: 2003-0250-P. @lItem 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30074-1 


Government Publications — November 2003 


f. Purl: 
52817026 


2003-19198 Y 4.G 74/7:B 52/6/2002-5 

How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical, or nuclear 
attack? — 2003. 

ili, 115 p. : Shipping list no.: 2003-0259-P. @lItem 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30086-4 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35759 OCLC 
52915671 

2003-19199 Y 4.G 74/7:B 52/6/2002-6 

How effectively is the federal government assisting state and local 
governments in preparing for a biological, chemical, or nuclear 
attack? — 2003. 

iii, 115 p. : Shipping list no.: 2003-0259-P. @lItem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30086-4 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35759 OCLC 
52915671 


2003-19200 


http://purl.access.gpo.gov/GPO/LPS34618 OCLC 


Y 4.G 74/7:B 52/7 
Medical science and bioethics . — 2003. 

ili, 514 p. : Shipping list no.: 2003-0220-P. @lItem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @lItem 1016-B (on- 
line) 

L. Purl: 
$2685302 


2003-19201 Y 4.G 74/7:B 64/4 
Enhancing border security and law enforcement . — 2003. 

ili, 104 p. : Shipping list no.: 2003-0239-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29973-4 

L. Purl: http://purl.access.gpo.gov/GPO/LPS34097 OCLC 
52733271 


2003-19202 Y 4.G 74/7:C 12/5 
California energy markets . — 2003. 

ili, 225 p. : Shipping list no.: 2003-0225-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) 

1. Purl: 
52761467 


2003-19203 Y 4.G 74/7:C 12/6 
California’s electricity market . — 2003. 

iii, 492 p. : Shipping list no.: 2003-0241-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30002-3 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34714 OCLC 
52831192 


2003-19204 Y 4.G 74/7:C 76/38 
Consumer choice and implementing full disclosure in dentistry . - 
2003. 

iii, 192 p. : Shipping list no.: 2003-0258-P. @lItem 1016-A 
@jtem 1016-A (online) @Item 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-30093-7 

1. Purl: http://purl.access.gpo.gov/GPO/LPS35675 OCLC 
52888413 

2003-19205 
Cyberterrorism . — 2003. 

ili, 193 p. : Shipping list no.: 2003-0244-P. @lItem 1016-A 
@item 1016-A (online) @Item 1016-B (MF) @Item 1016-B (on- 
line) S/N 552-070-30040-6 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34622 OCLC 
52817179 


http://purl.access.gpo.gov/GPO/LPS33961 OCLC 


http://purl.access.gpo.gov/GPO/LPS33959 OCLC 


Y 4.G 74/7:C 99 


Page 107 





Government Reform and Oversight, Committee on — House 


2003-19206 Y 4.G 74/7:EC 7/13 
Helping state and local governments move at new economy speed 
. — 2003. 
iii, 108 p. : Shipping list no.: 2003-0250-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30070-8 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35226 OCLC 
52856291 


2003-19207 
Ecstasy . — 2003. 
iii, 86 p. Shipping list no.: 2003-0264-P. @lItem 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-30126-7 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35847 OCLC 
52940017 


Y 4.G 74/7:EC 7/14 


2003-19208 Y 4.G 74/7:EM 7/25 
Recent developments in the Federal Employees Health Benefits Pro- 
gram . — 2003. 

iii, 125 p Shipping list no.: 2003-0239-P. 
@ltem 1016-A (online) @ltem 1016-B (MF) 
line) S/N 552-070-29982-3 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34152 OCLC 


@liem 1016-A 
@ltem 1016-B (on- 


2003-19209 Y 4.G 74/7:F 49/27 
DOD financial management . — 2003. 

ii, 161 p. : Shipping list no.: 2003-0246-P. @lItem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-30034-1 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34453 
52803098 


OCLC 


2003-19210 Y 4.G 74/7:G 74/25/2002-5 


How effectively are federal, state, and local governments working 
together to prepare for a biological, chemical, or nuclear attack? 
— 2003 

ili, 151 p. Shipping list no.: 2003-0189-P. @lItem 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @lItem 1016-B (on- 
line) 

: Purl: 
52298956 


http://purl.access.gpo.gov/GPO/LPS31362 OCLC 


2003-19211 
Homeland security . — 2003 
ili, 228 p. : Shipping list no.: 2003-0242-P 
@ltem 1016-A (online) @lItem 1016-B (MF) 
line) S/N 552-070-29996-3 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34521 
52806138 


Y 4.G 74/7:H 75/14 


@liem 1016-A 
@liem 1016-B (on- 


OCLC 


2003-19212 
Homeland security . — 2003. 

iv, 205 p. ; Shipping list no.: 2003-0242-P. @lItem 10i16-A 

@ltem 1016-A (online) @ltem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-29995-5 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34401 
52788665 


Y 4.G 74/7:H 75/15 


OCLC 


2003-19213 
Homeland Security . — 2003. 
ili, 82 p. Shipping list no.: 2003-0244-P. @lItem 1016-A 


@ltem 1016-A (online) @ltem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-29967-0 


L. Purl: http://purl.access.gpo.gov/GPO/LPS 34463 
52803409 


Y 4.G 74/7:H 75/16 


OCLC 


Page 108 


2003-19214 Y 4.G 74/7:H 75/17 
Homeland security . — 2003. 
ili, 159 p. : Shipping list no.: 2003-0246-P. @lItem 1016-A 
@item 1016-A (online) @lItem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29988-2 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34419 OCLC 
52801122 


2003-19215 Y 4.G 74/7:H 75/18 
Intellectual property and government R&D for homeland security . 
— 2003. 
ili, 114 p. : Shipping list no.: 2003-0250-P. @Item 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-30073-2 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34866 OCLC 
52822380 


2003-19216 
H.R. 5215 . — 2002. 
ili, 85 p. Shipping list no.: 2003-0258-P. @Item 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30124-1 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35672 
52906471 


Y 4.G 74/7:IN 3/29 


OCLC 


2003-19217 Y 4.G 74/7:M 31/28 
The Federal Financial Management Improvement Act of 1996 . — 
2003. 
ili, 78 p. Shipping list no.: 2003-0209-P. @Item 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-29818-5 


I. Purl: http://purl.access.gpo.gov/GPO/LPS32539 OCLC 
52352791 


2003-19218 
Overexposed . — 2003. 
ili, 138 p. ; Shipping list no.: 2003-0264-P. @lItem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @Item 1016-B (on- 
line) S/N 552-070-30135-6 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35848 OCLC 
52940343 


Y 4.G 74/7:O0V 2/28 


2003-19219 Y 4.G 74/7:P 93/22 
Are we ready for prime time? — 2003. 

ili, 217 p. : Shipping list no.: 2003-0246-P. @ltem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-30042-2 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34428 OCLC 
52802254 


2003-19220 Y 4.G 74/7:P 97 
Government purchase and travel card programs at the Department 
of the Army . — 2003. 
ili, 163 p. : Shipping list no.: 2003-0239-P. @lItem 1016-A 
@ltem 1016-A (online) @lItem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-29990-4 


3 Purl: http://purl.access.gpo.gov/GPO/LPS34153 
52767217 


OCLC 


2003-19221 Y 4.G 74/7:R 11/16 


Racial disparities in health care . — 2003. 
iii, 180 p. ; Shipping list no.: 2003-0239-P. @lItem 1016-A 
@ltem 1016-A (online) @ltem 1016-B (MF) @ltem 1016-B (on- 
line) S/N 552-070-2991-2 


1. Purl: http://purl.access.gpo.gov/GPO/LPS34154 OCLC 
52743029 





2003-19222 Y 4.G 74/7:R 26/21 
What regulations are needed to ensure port security? — 2003. 

ili, 179 p. ; Shipping list no.: 2003-0254-P. @lItem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) 

I. Purl: 
529069 16 


http://purl.access.gpo.gov/GPO/LPS35558 OCLC 


2003-19223 Y 4.G 74/7:R 29/23 
Mid-term report card . — 2003. 
ili, 227 p. : Shipping list no.: 2003-0242-P. @ltem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @Jtem 1016-B (on- 
line) S/N 552-070-30044-9 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34619 OCLC 
52817073 


2003-19224 Y 4.G 74/7:T 67/15 
The impact of the drug trade on border security and national parks 
. — 2003. 

ili, 208 p. : Shipping list no.: 2003-0259-P. @lItem 1016-A 
@item 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) S/N 552-070-30094-5 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35669 OCLC 
52905739 


2003-19225 Y 4.G 74/7:T 68/21 
Transforming the Department of Defense financial management . — 
2003. 

ili, 145 p. : Shipping list no.: 2003-0227-P. @ltem 1016-A 
@ltem 1016-A (online) @Item 1016-B (MF) @lItem 1016-B (on- 
line) 

I. Purl: 
52777997 


http://purl.access.gpo.gov/GPO/LPS34247 OCLC 


GOVERNMENTAL AFFAIRS, Committee on, 
Senate 
Washington, DC 20510 


2003-19226 Y 4.G 74/9:S.HRG.107-854/V.1-4 
Asleep at the switch . — 2003. 
4 v. :— (S. hrg. ; 107-854) Shipping list no« 2003-0227- 
P (v. 1-3), 2003-0225-P (v. 4). @Item 1037-B @lItem 1037-B 
(online) @lItem 1037-C (MF) @lItem 1037-C (online) S/N 552- 
070-30008-2 (v.1); 552-070-30007-4 (v.2); 552-070-30006-6 (v.3); 
552-070-30005-8 (v.4) 
I. Purl: Vol. 1: http://purl.access.gpo.gov/GPO/LPS34018 Il. 
Purl: Vol. 2: http://purl.access.gpo.gov/GPO/LPS3402eader required 
lil. Purl: Vol. 3:  http://purl.access.gpo.gov/GPO/LPS34022 IV. 


Purl: Vol. 4:  http://purl.access.gpo.gov/GPO/LPS34021 OCLC 
52522618 


2003-19227 Y 4.G 74/9:S.HRG.108-45 
Nomination of Hon. Thomas ‘‘Tom’’ J. Ridge . — 2003. 
ili, 241 p. ;— (S. hrg. ; 108-45) Shipping list no.: 
0242-P. @lItem 1037-B @lItem 1037-B (online) @lItem 
(MF) @litem 1037-C (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34702 
52801373 


2003-19228 Y 4.G 74/9:S.HRG.108-46 
Nomination of Hon. Gordon R. England . — 2003. 
iii, 107 p. ;— (S. hrg. ; 108-46) Shipping list no.: 
0242-P. @lItem 1037-B @lItem 1037-B (online) @lItem 
(MF) @lItem 1037-C (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34701 
52826672 


Government Publications — November 2003 


2003-19229 Y 4.G 74/9:S.HRG.108-48 
Nominations of Hon. Clark Kent Ervin, Janet Hale, and Linda M. 
Springer . — 2003. 

ili, 139 p. ;— (S. hrg. ; 108-48) Shipping list no.: 2003- 
0242-P. @ltem 1037-B @lItem 1037-B (online) @lItem 1037-C 
(MF) @lItem 1037-C (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34704 OCLC 
52848012 

2003-19230 Y 4.G 74/9:S.HRG.108-50 
Nominations of Clay Johnson, III, Albert Casey, and James C. Miller, 
Ill . — 2003. 

ii, 110 p. ;— (S. hrg. ; 108-50) Shipping list no.: 2003- 
0242-P. @lItem 1037-B @lItem 1037-B (online) @Item 1037-C 
(MF) @lItem 1037-C (online) 

E Purl: http://purl.access.gpo.gov/GPO/LPS34706 OCLC 
52824072 

2003-19231 Y 4.G 74/9:S.HRG.108-55 
Cargo containers . — 2003. 

ili, 106 p. :— (S. hrg. ; 108-55) Shipping list no.: 2003- 
0244-P. @Item 1037-B @ltem 1037-B (online) @ltem 1037-C 
(MF) @ltem 1037-C (online) 

L Purl: http://purl.access.gpo.gov/GPO/LPS34709 OCLC 
52826548 

2003-19232 Y 4.G 74/9:S.HRG.108-72 
Border security . — 2003. 

iv, 108 p. :— (S. hrg. ; 108-72) Shipping list no.: 2003-0258- 
P. @ltem 1037-B @ltem 1037-B (online) @ltem 1037-C (MF) 
@item 1037-C (online) 

lL. Purl: http://purl.access.gpo.gov/GPO/LPS35720 OCLC 
52924050 

2003-19233 
SARS . — 2003. 

iv, 169 p. :— (S. hrg. ; 108-74) Shipping list no.: 2003-0264- 
P. @ltem 1037-B @lItem 1037-B (online) @lItem 1037-C (MF) 
@ltem 1037-C (online) S/N 552-070-30140-2 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35850 OCLC 
52899874 


Y 4.G 74/9:S.ARG.108-74 


INDIAN AFFAIRS, 
Select Committee on, Senate 
Washington, DC 20510 


2003-19234 Y 4.1N 2/11:S.HRG.108-60 
Fiscal year 2004 budget . — 2003. 

iv, 637 p. :— (S. hrg. ; 108-60) Shipping list no.: 2003-0246- 
P. @ltem 1009-B-05 @ltem 1009-B-05 (online) @lItem 1009-C- 
OS (MF) @lItem 1009-C-05 (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35387 OCLC 
$2827738 

2003-19235 Y 4.1N 2/11:S.HRG.108-61 
Tribal Energy Self-Sufficiency Act and the Native American Energy 
Development and Self-Determination Act . — 2003. 

iii, 172 p. :— (S. hrg. ; 108-61) Shipping list no.: 2003- 
0246-P. @Item 1009-B-05 @lItem 1009-B-05 (online) @lItem 
1009-C-05 (MF) @Item 1009-C-05 (online) 

5. Purl: http://purl.access.gpo.gov/GPO/LPS34356 OCLC 
52801286 

2003-19236 Y 4.1N 2/11:S.HRG.108-62 
Indian health care . — 2003. 

ili, 403 p. :— (S. hrg. ; 108-62) Shipping list no.: 2003- 
0250-P. @lItem 1009-B-05 @lItem 1009-B-05 (online) @Item 
1009-C-05 (MF) @ltem 1009-C-05 (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35385 OCLC 
52807351 
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Judiciary, Committee on — House 


2003-19237 Y 4.1N 2/11:S.HRG.108-66 
S. 285, S. 555, S. 558 . — 2003. 
ili, 86 p. ;— (S. hrg. ; 108-66) Shipping list no.: 2003-0247- 
P. @ltem 1009-B-05 @ltem 1009-B-05 (online) @ltem 1009-C- 
05 (MF) @Item 1009-C-05 (online) 
1. Purl: http://purl.access.gpo.gov/GPO/LPS35386 OCLC 
52759679 


INTERNATIONAL RELATIONS, Committee on, 
House 
Washington, DC 20315 


2003-19238 Y 4.1N 8/16:F 21/4 
The U.S. response to East African famines and the future outlook 
for food aid in Africa . — 2003. 
iii, 89 p Shipping list no.: 2003-0225-P. @lItem 1017-A- 
Ol @ltem 1017-B-01 (MF) 
OCLC 52740366 


2003-19239 Y 4.1N 8/16:M 58/19 
The Middle East Partnership Initiative . — 2003. 
iii, 46 p. ; Shipping list no.: 2003-0232-P. @Item 1017-A- 
Ol @ltem 1017-A-01 (online) @lItem 1017-B-01 (MF) @lItem 
1017-B-01 (online) S/N 552-070-29911-4 


I. Purl: http://purl.access.gpo.gov/GPO/LPS3409 1 
52787596 
2003-19240 Y 4.1N 8/16:P 75/27 
U.S. policy toward Southeast Asia . — 2003. 
ili, 72 p. ; Shipping list no.: 2003-0246-P. @Item 1017-A- 
Ol @ltem 1017-A-01 (online) @lItem 1017-B-01 (MF) @Item 
1017-B-O1 (online) S/N 552-070-30059-7 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34524 OCLC 
52805710 


2003-19241 


OCLC 


Y 4.1N 8/16:R 32/2 


A review of the State Department’s ‘‘Country reports on human rights 


practices’” . — 2003. 
iii, 99 p. : Shipping list no.: 2003-0258-P. @lItem 1017-A- 
Ol @ltem 1017-A-01 (online) @Item 1017-B-01 (MF) @lItem 
1017-B-01 (online) S/N 552-070-30085-6 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35665 OCLC 
52904321 
2003-19242 Y 4.1N 8/16:SI 2 
Commending the signing of the United States Adriatic Charter . — 
2003. 


ii, 8 p. ; Shipping list no.: 2003-0249-P. @lItem 1017-A-01 
@ltem 1017-B-01 (MF) 
OCLC 52865540 


2003-19243 Y 4.IN 8/16:SU 2/6 
Reviewing the Sudan Peace Act report . — 2003. 
iii, 44 p. ; Shipping list no.: 2003-0246-P. @Item 1017-A 


@ltem 1017-A (online) @lItem 1017-B (MF) @ltem 1017-B (on- 
line) S/N 552-070-30051-1 


: Purl: http://purl.access.gpo.gov/GPO/LPS34865 OCLC 
52833815 


JUDICIARY, Committee on, 
House 
Washington, DC 20515 


2003-19244 Y 4.J 89/1:108/12 


United States Patent and Trademark Fee Modernization Act of 2003 
. — 2003. 
iv, 103 p. : Shipping list no.: 2003-0215-P. @lItem 1020-A 
@ltem 1020-B (MF) 
OCLC 52432374 


Page 110 


2003-19245 Y 4.J 89/1:108/15 
House military naturalization bills . — 2003. 
iv, 43 p. Shipping list no.: 2003-0225-P. @Item 1020-A 
@ltem 1020-B (MF) 
OCLC 52741656 


2003-19246 Y 4.J 89/1:108/16 
Protection of Lawful Commerce in Arms Act . — 2003. 
ili, 167 p. : Shipping list no.: 2003-0227-P. @lItem 1020-A 
@ltem 1020-B (MF) 
OCLC 52740396 


2003-19247 Y¥ 4.J 89/1:108/18 
John Allen Muhammad, document fraud, and the Western Hemisphere 
passport exception . — 2003. 
iii, 61 p. Shipping list no.: 2003-0232-P. @lItem 1020-A 
@item 1020-B (MF) S/N 552-070-29918-1 
OCLC 52793086 


2003-19248 Y 4.J 89/1:108/19 
Youth Smoking Prevention and State Revenue Enforcement Act . 
— 2003. 
ili, 124 p. : Shipping list no.: 2003-0242-P. @lItem 1020-A 
@ltem 1020-A (online) @Item 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-29980-7 


L. Purl: http://purl.access.gpo.gov/GPO/LPS34621 
52817233 


OCLC 


2003-19249 Y 4.J 89/1:108-20 
Flag protection amendment . — 2003. 
ili, 47 p. ; Shipping list no.: 2003-0232-P. @lItem 1020-A 
@item 1020-A (online) @Item 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-29913-1 


Purl: http://purl.access.gpo.gov/GPO/LPS34094 OCLC 
52733339 


2003-19250 Y 4.J 89/1:108/21 
War on terrorism . — 2003. 
ili, 60 p. ; Shipping list no.: 2003-0242-P. @lItem 1020-A 
@ltem 1020-A (online) @lItem 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-29960-2 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34343 OCLC 
52779845 


2003-19251 Y 4.J 89/1:108/22 
Direct broadcast satellite service in the multichannel video distribution 
market . — 2003. 
ili, 83 p. : Shipping list no.: 2003-0246-P. @lItem 1020-A 
@item 1020-A (online) @lItem 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-29969-6 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35156 OCLC 
52730239 


2003-19252 Y 4.J 89/1:108/23 
Class Action Fairness Act of 2003 . — 2003. 

ili, 122 p. : Shipping list no.: 2003-0242-P. @lItem 1020-A 
@ltem 1020-A (online) @Item 1020-B (MF) @lItem 1020-B (on- 
line) 

I. Purl: 
52770039 


2003-19253 Y 4.J 89/1:108/24 


Bankruptcy Abuse Prevention and Consumer Protection Act of 2003, 
and the need for bankruptcy reform . — 2003. 

iv, 228 p. : Shipping list no.: 2003-0244-P. @Item 1020-A 
@ltem 1020-A (online) @lItem 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-30043-1 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35129 OCLC 
52786960 


http://purl.access.gpo.gov/GPO/LPS34320 OCLC 





2003-19254 Y 4.J 89/1:108/25 
Unlawful Internet Gambling Funding Prohibition Act and the Internet 
Gambling Licensing and Regulation Commission Act . — 2003. 
ili, 72 p. ; Shipping list no.: 2003-0246-P. @lItem 1020-A 
@ltem 1020-A (online) @Item 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-30060-1 


1. Purl: http://purl.access.gpo.gov/GPO/LPS34624 OCLC 
52817273 


2003-19255 Y 4.J 89/1:108/26 
Reauthorization of the Civil Rights Division of the United States 
Department of Justice . — 2003. 

iii, 24 p. ; Shipping list no.: 2003-0247-P. @Item 1020-A 
@ltem 1020-A (online) @lItem 1020-B (MF) @Jtem 1020-B (on- 
line) S/N 552-070-30050-3 

OCLC 52801922 


2003-19256 Y 4.3 89/1:108/27 
Bankruptcy Judgeship Act of 2003 . — 2003. 

ili, 65 p. Shipping list no.: 2003-0247-P. @lItem 1020-A 
@ltem 1020-A (online) @lItem 1020-B (MF) @ltem 1020-B (on- 
line) S/N 552-070-30056-2 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34796 OCLC 
52823883 

2003-19257 Y 4.J 89/1:108/28 
Reauthorization of the U.S. Department of Justice . 

ili, 94 p. ; Shipping list no.: 2003-0258-P. @lItem 1020-A 
@ltem 1020-A (online) @lItem 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-30128-3 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35640 OCLC 
52898950 


2003-19258 Y 4.J 89/1:108/29 
Deadly consequences of illegal alien smuggling . — 2003. 

ili, 75 p. ; Shipping list no.: 2003-0258-P. @lItem 1020-A 
@ltem 1020-A (online) @lItem 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-30121-6 

E Purl: http://purl.access.gpo.gov/GPO/LPS35791 
52925476 

2003-19259 Y 4.J 89/1:108/31 
Consular identification cards . — 2003. 

iv, 197 p. ; Shipping list no.: 2003-0258-P. @lItem 1020-A 
@item 1020-A (online) @ltem 1020-B (MF) @lItem 1020-B (on- 
line) S/N 552-070-30144-5 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35785 OCLC 
52925263 

2003-19260 
Rules of procedure. 
v.; @ltem 1020-A @lItem 1020-B (MF) 
OCLC 15236932 


OCLC 


Y 4.J 89/1-15:(DATE)RU 


JUDICIARY, Committee on, 
Senate 
Washington, DC 20510 


2003-19261 Y 4.J 39/2:S.HRG.107-937 
The Prison Rape Reduction Act of 2002 . — 2003. 
ili, 89 p. :— (S. hrg. ; 107-937) Shipping list no.: 2003- 
0235-P. @lItem 1042-A @lItem 1042-A (online) @lItem 1042-B 
(MF) @litem 1642-B (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS34250 OCLC 
52571365 


2003-19262 Y 4.J 89/2:S.HRG.107-938 
Criminal and civil enforcement of environmental laws . — 2003. 
ili, 130 p. ;— (S. hrg. ; 107-938) Shipping list no.: 2003- 


0244-P. @lItem 1042-B (online) @Item 1042-A @ltem 1042-A 
(online) @ltem 1042-B (MF) 


Government Publications — November 


3 Purl: 
$2826574 


2003-19263 Y 4.J 89/2:S.HRG.107-939 
Class action litigation . — 2003. 
iv, 164 p. ;— (S. hrg. ; 107-939) Shipping list no.: 2003- 
0239-P. @Item 1042-A @ltem 1042-A (online) @lItem 1042-B 
(MF) @lItem 1042-B (online) S/N 552-070-30035-0 


i. Purl: http://purl.access.gpo.gov/GPO/LPS34151 
52742676 


2003-19264 Y 4.J 89/2:S.HRG.107-941 
An AMBER Alert national system . — 2003. 

iii, 49 p. ;— (S. hrg. ; 107-941) Shipping list no.: 2003- 
0246-P. @lItem 1042-A @lItem 1042-A (online) @lItem 1042-B 
(MF) @ltem 1042-B (online) 

3 Purl: http://purl.access.gpo.gov/GPO/LPS34358 OCLC 
52835007 

2003-19265 Y 4.J 89/2:S.HRG.107-942 
Oversight of enforcement of the antitrust laws . — 2003. 

ili, 175 p. ;— (S. hrg. ; 107-942) Shipping list no.: 2003- 
0246-P. @lItem 1042-A @ltem 1042-A (online) @lItem 1042-B 
(MF) @lItem 1042-B (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34361 
52691536 

2003-19266 Y 4.J 89/2:S.HRG.107-943 
Ensuring competitive and open agricultural markets . — 2003. 

iv, 184 p. :— (S. hrg. ; 107-943) Shipping list no.: 2003- 
0244-P. @lItem 1042-A @lItem 1042-A (online) @lItem 1042-B 
(MF) @lItem 1042-B (online) 

L Purl: http://purl.access.gpo.gov/GPO/LPS34363 OCLC 
52800655 


2003-19267 


http://purl.access.gpo.gov/GPO/LPS34729 


OCLC 


OCLC 


Y 4.J 89/2:S.HRG.107-944 
proposing a victims’ rights amendment to the United 
States Constitution . — 2003. 

iv, 207 p. :— (S. hrg. ; 107-944) Shipping list no.: 2003- 
0246-P. @lItem 1042-A @ltem 1042-A (online) @lItem 1042-B 
(MF) @ltem 1042-B (online) 

L. Purl: http://purl.access.gpo.gov/GPO/LPS34726 OCLC 
52834679 


2003-19268 Y 4.J.89/2:S.HRG.107-947 
The USA Patriot Act in practice . — 2003. 

ili, 196 p. ;— (S. hrg. ; 107-947) Shipping list no.: 2003- 
0246-P. @lItem 1042-A @ltem 1042-A (online) @lItem 1042-B 
(MF) @lItem 1042-B (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34723 OCLC 
52759602 


HEALTH, EDUCATION, LABOR & PENSIONS 
Committee on, Senate 
Washington, DC 20510 


2003-19269 Y 4.L 11/4:S.HRG.108-36 
Severe acute respiratory syndrome threat (SARS) . — 2003. 
ili, 46 p. ;— (S. hrg. ; 108-36) Shipping list no.: 2003-0232- 
P. @lItem 1043-A @Item 1043-A (online) @lItem 1043-B (MF) 
@ltem 1043-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34224 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34225 
OCLC 52571385 


2003-19270 Y 4.L 11/4:S.HRG.108-38 
Workforce Investment Act . — 2003. 
ili, 39 p. :— (S. hrg. ; 108-38) Shipping list no.: 2003-0242- 
P. @ltem 1043-B (online) @Item 1043-A @lItem 1043-A (on- 
line) @ltem 1043-B (MF) 
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Resources — Committee on, House, 


I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS34715 
Ii. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS34716 
OCLC 52826356 


2003-19271 Y 4.L 11/4:S.HRG.108-44 
Severe acute respiratory syndrome (SARS) . — 2003. 
ili, 55 p. ;— (S. hrg. ; 108-44) Shipping list no.: 2003-0247- 
P. @item 1043-A @ltem 1043-A (online) @lItem 1043-B (MF) 
@ltem 1043-B (online) 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35027 
ll. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35028 
OCLC 52833615 


ENVIRONMENT AND PUBLIC WORKS, 
Committee on, Senate 
Washington, DC 20510 


Y 4.P 96/10:S.HRG.107-666 
Price-Anderson Act reauthorization . — 2003. 

ili, 188 p. :— (S. hrg. ; 107-666) Shipping list no.: 
0254-P. @ltem 1045-A @ltem 1045-A (online) @lItem 
(MF) @ltem 1045-B (online) 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35388 
52849123 


2003-19272 


2003-19273 Y 4.P 96/10:S.HRG.107-667 
Nominations of the 107th Congress, second session . — 2003. 
iv, 159 p. :— (S. hrg. ; 107-667) Shipping list no.: 2003- 
0259-P. @Item 1045-A @lItem 1045-A (online) @lItem 1045-B 
(MF) @ltem 1045-B (online) 


I. Purl: http://purl.access.gpo.gov/GPO/LPS35797 OCLC 
52801088 


RESOURCES 
Committee on, House, 


Washington, DC 20515 


Y 4.R 31/3:107-136 
H.R. 2099, H.R. 3917 and H.R. 4874 . — 2003. 


2003-19274 


v, 68 p. Shipping list no.: 2003-0227-P. @Item 1023-A 
@ltem 1023-A (online) @ltem 1023-B (MF) @lItem 1023-B (on- 
line) 

I. Purl: 
52761657 


2003-19275 


http://purl.access.gpo.gov/GPO/LPS33965 OCLC 


Y 4.R 31/3:107-138 
Wildfires on the national forests . — 2003. 

ili, 84 p. : Shipping list no.: 2003-0246-P. @Item 1023-A 
@ltem 1023-A (online) @ltem 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-29968-8 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34863 OCLC 
52834469 


2003-19276 Y 4.R 31/3:107-139 
H.R. 3434, H.R. 3449 and H.R. 4953 . — 2003. 
v2 oF <p. Shipping list no.: 2003-0217-P. @Item 1023-A 
@liem 1023-A (online) @ltem 1023-B (MF) @lItem 1023-B (on- 
line) 
I. Purl: 
52809694 


2003-19277 Y 4.R 31/3:107-140 
The growing natural gas supply and demand imbalance . — 2003. 
ili, 103 p. : Shipping list no.: 2003-0244-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @ltem 1023-B (on- 
line) S/N 552-070-30027-9 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35329 OCLC 
52861396 


http://purl.access.gpo.gov/GPO/LPS33211 OCLC 
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2003-19278 Y 4.R 31/3:107-141 
The Compacts of Free Association and legislative hearing on H.R. 
2408, H.R. 3407 and H.R. 4938 . — 2003. 

iv, 121 p. : Shipping list no.: 2003-0259-P. @lItem 1023-A 
@ltem 1023-A (online) @lItem 1023-B (MF) @ltem 1023-B (on- 
line) S/N 552-070-30088-1 

a Purl: http://purl.access.gpo.gov/GPO/LPS35830 OCLC 
52933627 


2003-19279 Y 4.R 31/3:107-143 
Designation of national monuments in the Virgin Islands and other 
issues . — 2003. 

vii, 123 p. : Shipping list no.: 2003-0227-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @lItem 1023-B (on- 
line) 

ie Purl: 
52761300 


http://purl.access.gpo.gov/GPO/LPS33964 OCLC 


2003-19280 Y 4.R 31/3:107-144 
Availability of bonds to meet federal requirements for mining, oil 
and gas projects . — 2003. 

iii, 71 p. ; Shipping list no.: 2003-0246-P. @Item 1023-A 
@ltem 1023-A (online) @lItem 1023-B (MF) @ltem 1023-B (on- 
line) S/N 552-070-29966-1 

I. Purl: http://purl.access.gpo.gov/GPO/LPS35155 OCLC 
52847395 


2003-19281 Y 4.R 31/3:107-145 
H.R. 1811, H.R. 2386 and H.R. 5081 . — 2003. 
¥, 63 p. @ltem 1023-A @Item 1023-A (online) @lItem 
1023-B (MF) @ltem 1023-B (online) S/N 552-070-29964-5 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35565 
I]. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35566 
OCLC 52865008 


2003-19282 Y 4.R 31/3:107-146 
H.R. 4910 and H.R. 5123 . — 2003. 

ili, 64 p. ; Shipping list no.: 2003-0227-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @lItem 1023-B (on- 
line) 

I. Purl: 
52761723 


http://purl.access.gpo.gov/GPO/LPS33963 OCLC 


2003-19283 Y 4.R 31/3:107-147 
H.R. 5032 and H.R. 5180 . — 2003. 
ili, 62 p. 24 cm. Shipping list no.: 2003-0246-P. @lItem 1023- 
A @lItem 1023-A (online) @lItem 1023-B (MF) @Item 1023- 
B (online) S/N 552-070-29961-1 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35344 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35345 
OCLC 52862359 


2003-19284 Y 4.R 31/3:107-150 
The President’s healthy forests initiative and H.R. 5214, H.R. 5309 
and H.R. 5319 . — 2003. 

ili, 105 p. : Shipping list no.: 2003-0209-P. @Item 1023-A 
@ltem 1023-A (online) @lItem 1023-B (MF) @lItem 1023-B (on- 
line) 

if Purl: 
52502504 


http://purl.access.gpo.gov/GPO/LPS34227 OCLC 


2003-19285 Y 4.R 31/3:108-5 
Crisis on the national forests . — 2003. 

ili, 108 p. : Shipping list no.: 2003-0242-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-30030-9 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34862 OCLC 
52840480 





2003-19286 Y 4.R 31/3:108-10 
H.R. 958, H.R. 959 and H.R. 984 . — 2003. 
in, SP pe Shipping list no.: 2003-0246-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @ltem 1023-B (on- 
line) S/N 552-070-29952-1 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35772 
Il. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35773 
OCLC 52865577 


2003-19287 Y 4.R 31/3:108-11 
Water supply and reliability . — 2003. 
ili, 53 p. : Shipping list no.: 2003-0247-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-30055-4 


L Purl: http://purl.access.gpo.gov/GPO/LPS34615 OCLC 
52817326 


2003-19288 Y 4.R 31/3:108-13 
H.R. 39, Arctic Coastal Plain Domestic Energy Security Act of 2003 
and H.R. 770, Morris K. Udall Arctic Wilderness Act . — 2003. 
ili, 83 p. : Shipping list no.: 2003-0258-P. @lItem 1023-A 
@ltem 1023-A (online) @lItem 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-30123-2 
I. Purl: http://purl.access.gpo.gov/GPO/LPS35809 OCLC 
52930668 


2003-19289 Y 4.R 31/3:108-14 
H.R. 272, H.R. 437 and H.R. 1113 . — 2003. 
¥, 36'-p. Shipping list no.: 2003-0246-P. @lItem 1023-A 
@ltem 1023-A (online) @lItem 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-30017-1 
x Purl: http://purl.access.gpo.gov/GPO/LPS35343 OCLC 
52862170 
2003-19290 
H.R. 1497 . — 2003. 
ili, 60 p. ; Shipping list no.: 2003-0244-P. @lItem 1023-A 
@ltem 1023-A (online) @lItem 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-29957-2 
I. Purl: Text version: http://purl.access.gpo.gov/GPO/LPS35362 
II. Purl: PDF version: http://purl.access.gpo.gov/GPO/LPS35363 
OCLC 52862722 
2003-19291 Y 4.R 31/3:108-19 
Kyoto global warming treaty’s impact on Ohio’s coal-dependent com- 
munities . — 2003. 
iii, 62 p. Shipping list no.: 2003-0264-P. @lItem 1023-A 
@ltem 1023-A (online) @Item 1023-B (MF) @lItem 1023-B (on- 
line) S/N 552-070-30113-5 


E Purl: http://purl.access.gpo.gov/GPO/LPS36859 OCLC 
52941096 


Y 4.R 31/3:108-15 


SCIENCE, 
Committee on, House 
Washington, DC 20515 
2003-19292 Y 4.SCI 2:108-5 
A review of aeronautics R & D at FAA and NASA . — 2003. 
iv, 82 p. : Shipping list no.: 2003-0246-P. @ltem 1025-A- 
Ol @Item 1025-A-01 (online) @lItem 1025-A-02 (MF) @ltem 
1025-A-02 (online) S/N 552-070-30024-4 
I. Purl: http://purl.access.gpo.gov/GPO/LPS34620 OCLC 
52817100 
2003-19293 Y 4.SCI 2:108-9 
Dealing with foreign students and scholars in an age of terrorism 
. — 2003. 
iv, 92 p. ; Shipping list no.: 2003-0247-P. @lItem 1025-A- 
Ol @lItem 1025-A-01 (online) @Item 1025-A-02 (MF) @ltem 
1025-A-02 (online) S/N 552-070-30061-9 


Government Publications — November 2003 


I. Purl: 
52807038 


http://purl.access.gpo.gov/GPO/LPS34523 OCLC 


SECURITY AND COOPERATION IN EUROPE, 
Commission on, 
Washington, DC 20515 


2003-19294 Y 4.SE 2:107-2-9 
U.S. policy toward the OSCE . — 2003. 

ili, 84 p. ; Shipping list no.: 2003-0127-P. @lItem 1089 C 
@ltem 1089-C (online) @ltem 1089-D (MF) @lItem 1089-D (on- 
line) 

I. Purl: 
51886160 


http://purl.access.gpo.gov/GPO/LPS28828 OCLC 


TRANSPORTATION AND INFRASTRUCTURE, 
Committee on, 
House 
Washington, DC 20515 


Y 4.T 68/2:107-93 
Driver’s license security issues . — 2002. 
v, 168 p. : Shipping list no.: 2003-0242-P. @ltem 1024-A- 
O01 @ltem 1024-B-01 (MF) S/N 552-070-30037-6 
OCLC 52860546 


2003-19296 


2003-19295 


Y 4.T 68/2:107-94 
Intelligent transportation systems . — 2002. 
v, 130 p. : Shipping list no.: 2003-0217-P. 
O01 @lItem 1024-B-01 (MF) 
OCLC 52684735 


2003-19297 
Water quality trading . — 2003. 
v, 102 p. ; Shipping list no.: 2003-0244-P. @lItem 1024-A- 
Ol @ltem 1024-A-01 (online) @Item 1024-B-O01 (MF) @lItem 
1024-B-O1 (online) S/N 552-070-30026-1 
OCLC 52848642 


@ltem 1024-A- 


Y 4.T 68/2:107-103 


VETERANS’ AFFAIRS, Committee on, 
House 
Washington, DC 20515 


2003-19298 Y 4.V 64/3:107-43 
Military operations aspects of SHAD and Project 112 . 
ili, 39 p. Shipping list no.: 2003-0246-P. 
@ltem 1027-B (MF) 
OCLC 52865665 


2003-19299 Y 4.V 64/3-10:(DATE)A 
Report to the Committee on the Budget from the Committee on Vet- 
erans’ Affairs . 
v.; @ltem 1027-A @ltem 1027-B (MF) 
OCLC 04791799 


— 2003. 
@ltem 1027-A 


WAYS AND MEANS, Committee on, 
House 
Washington, DC 20515 


2003-19300 Y 4.W 36:108-6 
Eliminating barriers to chronic care management in Medicare . — 
2003. 

iii, 78 p. : Shipping list no.: 2003-0246-P. @ltem 1028-A 
@ltem 1028-A (online) @Item 1028-B (MF) @lItem 1028-B (on- 
line) S/N 552-070-30025-2 

I. Purl: http://purl.access.gpo.gov/GPO/LPS34864 OCLC 
52834226 
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